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Foreword 

Plessey Semiconductors is committed to the development of exciting and innovative 
products for telecommunications systems. Working in conjunction with major equipment 
manufacturers and PTTs has resulted in a wide range of 1C products for ail aspects of 
telecommunications equipment from central office to subscriber. 

Two new devices typifying this phiiosophy are the MV3000 and SL376M. Together these 
offer a highiy integrated iine card solution with great fiexibility. The MV3000 SLAC 
(Subscriber Line Audio Circuit) is DSP in action, a highiy compiex audio/digital processing 
circuit implemented in low power CMOS technology, whilst the SL376M SLIC (Subscriber 
Line Interface Circuit) is a Bipoiar high voltage interface and controi circuit. Both combine to 
offer the uitimate in performance and cost effectiveness. 

In addition to innovative new products, Plessey offer a wide range of industry standard 
devices including DTMF circuits, LD dialers. Codecs and PCM building biocks. 

This Handbook gives detaiis of ali current and soon-to-be-introduced products; Plessey are 
continually assessing the needs of equipment manufacturers and wiii be expanding the range 
in the future. 
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Product Index 


Subscriber and line card circuits 


Type 

Function 

Page 

MV3000 

Subscriber line audio circuit, automatic 2 to 4 wire balance; A to D; D to A; 

Time Slot Alignment; fully programmable 

61 

MV4320 

Keypad pulse dialler with selectable pulse mark/space ratio 2:1 or 3:1; 
selectable outpulsing rate of 10,16, 20 or 932Hz; Ml masking output; 

4'2.5V to +5.5V supply and low power: 375/M/ at +13V; last number redial 

97 

MV5087 

DTMF generator for 2 of 8 (Form A) keypad, single contact 

101 

MV5089 

DTMF generator for 2 of 8 active keypad, or electronic input 

106 

MV8804 

8x4 analog switch array (32 crosspoint switch for PABX and key systems), 

5V to 13V operation, bandwidth up to 40MHz 

121 

MV8870 

Combined DTMF tone separation filter and decoder with 4-bit binary output code 
and low/high group outputs 

127 

MV8870-1 

Combined DTMF tone separation filter and decoder with 4-bit binary output code 

135 

SL376M 

Subscriber line interface circuit, line power feed; hybrid function; signalling; 
handles meter pulses 

145 

ZN470 series 

Microphone amplifiers 

198 

ZN482/483 

Buffer amplifiers for electret microphones 

237 

ZN480E 

Ring detector, TTL logic output 

224 

ZN488E 

Tone ringer, single ended or balanced output 

231 


PCM circuits 


Type Function Page 


MJ1410 8-bit format converter, 2MBit/s; 5V; 40mA 9 

MJ1440 HDB3 coder/decoder. 2MBiVs; 5V; 20mA U 

MJ1444 Time slot zero transmitter, 2MBit/s; 5V; 20mA 19 

MJ1445 Time slot zero receiver, 2MBit/s; SV; 20mA 22 

MJ1446 Time slot access, 2MBIt/s; 5V; 20mA 25 

MS2002 256 x 256 serial digital switch, 32-channel PCM, 2MBit/s, 5V, 40mA 37 

MV1441 HDB3 with clock regeneration, 2MBit/s; 5V 49 

MV1448 HPB3 coder/decoder, 8MBit/s; 5V 55' 

MV3506 Single channel PCM A-law codec with filter: featuring low power 86 

(60mW operating, 5mW standby), stable on-chip voltage reference and 
idle channel noise reduction circuit 

MV3507 Single channel PCM /i-law codec with filter: other features as for MV3506 86 

MV3507A Single channel PCM /i-law codec with filter and A/B signalling capability: 86 

other features as for MV3506 

MV3508 Single channel PCM A-law filter/codec with optional squelch 86 

MV3508A Single channel PCM ^r-law filter/codec with optional squelch 86 







PCM circuits (cent) 


Type 

Function 

Page 

SP1450B(B) 

34MBit/s PCM signal monitor 5V/2.5mA supply 

159 

SP1455B(B) 

40MBit/s PCM signal monitor 5V/2.5mA supply 

159 

ZNPCM1 

Single channel PCM A-law codec 

177 

ZNPCM2 

Delta sigma modulator/demodulator 

191 

ZN1003 

8 channel time slot assignor for use with codecs without on-chip timeslot 
assignment facilities 

244 

ZN5683E/J 

PCM line interface, 8MBit/s; 5V 

251 


Other telecoms products 


Type 

Function 

Page 

D3702 

5 relay drivers, -65V output, to BT approved spec. 

158 

MS2014 

Digital 16-blt filter and detector - signalling tone detector 

29 

MV6001 

Fast HDLC/DMA controller (e.g. for ISDN) 

111 

SL9009 

Adaptive line equaliser 

147 

SP1404BW 

5 relay drivers, -65V output 

158 


Fibre optic links/LANs 


Type 


Function 

Page 

SL9901 

Trans-impedance amplifier 


155 

SP9921 

Manchester decoder 


163 

SP9960 

Encoder/LED driver 


171 














Product List - alpha numeric 

TYPE No. DESCRIPTION PAGE 


D3702 

High voltage interface circuit 

158 

MJ1410 

8-Bit format converter 

9 

MJ1440 

';; HDB3 encoder/decoder ' ' 

14 

MJ1444 

PCM synchronising word generator 

19 

MJ1445 

/PCM synchronising receiver ' HSl? 

22 

MJ1446 

Time slot 16 receiver and transmitter 

25 

MS2014 

Digital filter and detector (FAD) 

29 

MS2002 

Digital switch module (DSM) 

37 

MV1441 

HDB3 encoder/decoder/clock regenerator 

49 

MV1448 

HDB3 encoder/decoder 

55 

MV3000A/8 

Subscriber line audio circuit (StAC) 

61 

MV3506 

A-Law filter/codec 

86 

MV3507 

^-Law filter/codec ; ;/ .; ; 

86 

MV3507A 

/y-Law filter/codec with A/B signalling 

86 

MV3508 

A-Law filter/codec with optional squelch 

86 

MV3509 

yw-Law filter/codec with optional squelch 

86 

MV4320 

Keypad pulse dialler, 

97 

MV5087 

DTMF generator 

101 

MV5089 

DTMF generator modulus 

106 

MV6001 

HDLC/DMA controller 

111 

MV88D4 

8x4 Bidirectional analog switch array 

121 

MV8870 

DTMF receiver with high and low group filter outputs 

127 

lViV8a70«1 

DTMF receiver 

135 

SL376M 

Metering subscriber line interface circuit (SLIC) 

145 

St9009 

Adaptive balance circuit 

147 

SL9901 

50MHz transimpedance amplifier 

155 

$P1404BW 

High voltage Interface circuit 

158 

SP1450B(B) 

PCM signal monitor circuits 

159 

SP1455B(8) 

PCM signal monitor circuits 

159 

SP9921 

50MBit Manchester Biphase - mark decoder 

163 

SP9960 

50MBit Manchester Biphase - mark encoder and LED driver 

171 

ZNPCM1 

Single channel codec 

177 

ZNPCM2 

Delta sigma modulator/demodulator 

191 

ZN470AE 

Microphone amplifier for telephone circuits 

198 

ZN472E 

; ^ :M amplifier for telephone circuits 

198 

ZN475E 

Microphone amplifier for telephone circuits 

203 

ZN476E 

Microphone amplifier for telephone circuits 

208 

ZN477E 

Microphone amplifier for telephone circuits 

214 

ZN478E 

Microphone amplifier for telephone circuits 

219 

ZN480E 

Ring detector 

224 

ZN488E 

Tone ringer 

231 

ZN482Z 

Buffer amplifier for electret microphones 

237 

ZN483Z 

Buffer amplifier for electret microphones T j 

237 

ZN1003 

Eight channel time-slot assignor 

244 

2N5683E/J 

PCM line interface circuit 

251 
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(APLESSEY 

Semiconductors 


MJ1410 

8 BIT FORMAT CONVERTER 


The MJ1410 is realised in N-channel MOS technology and 
operates from a single 5V supply. The circuit can be clocked 
from d.c. up to 2.5MHz and has 3-state output buffers 
capable of driving two LSTTL loads. All inputs are TTL 
compatible. 

The MJ1410 performs the complementary functions of 
serial-to-parallel and parallel-to-serial data conversion on 8 
bits of data. Both these conversions are achieved using the 
same time-position matrix, which has eight inputs and eight 
outputs. 

An 8-bit parallel word clocked into the eight inputs appears 
as a serial 8-bit data stream on one of the eight outputs. 
Successive parallel words at the inputs appear as serial data 
streams on each of the eight outputs in turn. 

Conversely, a serial 8-bit data stream on one of the eight 
inputs appears as an 8-bit parallel word on the eight outputs. 
Successive parallel words appearing at the eight outputs 
correspond to the serial data on each of the eight inputs in 
rotation. 

The conversion can be ‘programmed’ to start in any 
register by setting the appropriate binary value on the 
counter pre-load inputs and applying a pulse to the Sync 
input. If the loading sequence produced by the counter is not 
required it can be disabled by connecting ‘clock’ to ‘sync’. At 
each positive clock edge the register loaded will depend on 
the data on the counter inputs on the previous positive clock 
edge. 


FEATURES 



24 

2 

23 

3 

22 

4 

21 

MJ1410 

20 

6 

19 

7 

18 

8 

17 

9 

16 

10 

15 

11 

14 

12 

13 


Fig. 1 Pin connections 


Single 5V supply. 
Three-state outputs. 

All inputs TTL compatible. 


FUNCTIONAL DESCRIPTION 


9 

Vcc 

10 

22 

11 

21 

12 

20 

13 

SYNC 

14 

CLOCK 

15 

GND 

16 

0 >1 

17 

1 

18 

2 

19 

3 J 

20 

4 

21 

5 

22 

6 

23 

7 

24 

O/P EN 


Data 

outputs 


Data i/p H ' 

Data i/p G 
Data i/p F 

Data i/p E ^ _ . . 

Data i/p D ■ See Figs. 3 and 4 

Data i/p C 
Data i/p B 
Data i/p A . 

Positive supply, 5V ± 5%\ 

Counter preset i/p bit 2 I The counter is preset to the data on these i/ps 

Counter preset i/p bit 1 I on the 3rd positive clock edge following a 

Counter preset i/p bit 0 / negative edge on the ‘sync’ input. 

A negative edge on this i/p initiates the counter preset sequence which 
causes the conversion cycle to start in the register which corresponds to the 
binary value of the counter preset i/ps. 

System clock 
Zero volts 

Three state data o/p ‘0’ 

Three state data o/p ‘T 
Three state data o/p ‘2’ 

Three state data o/p ‘3’ See Figs. 3 and 4 
Three state data o/p ‘4’ 

Three state data o/p ‘5’ 

Three state data o/p ‘6’ 

Three state data o/p ‘7’ 

A logic ‘T on this i/p forces all the data outputs to a high impedance state. 


See Figs. 3 and 4 




MJ1410 


ELECTRICAL CHARACTERISTICS 

Test conditions (unless otherwise stated): Vcc = 5V, Tamb =22°C± 2°C, Test circuit: Fig.6. 

Supply voltage Vcc = 5V ± 10%, Ambient operating temperature Tamb = 10°C to +70°C 


STATIC CHARACTERISTICS 


Characteristic 

Symbol 

Pins 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Low level I/P 
voltage 

ViL 

1,2,3,4, 

5,6,7,8, 
10,11,12, 
13,14,24 

-0.3 


0.8 

Volts 


High level I/P 
voltage 

ViH 

1,2,3,4, 
5,6,7,8, 
10,11,12, 
13,14,24 

2.5 


Vcc 

Volts 


Low level I/P 
current/high level 
I/P current 

IlN 

1,2,3,4, . 
5,6,7,8, 
10,11,12, 
13,14,24 


1 

50 

pA 


Low level 0/P 
voltage 

VoL 

16,17,18, 

19,20,21, 

22,23 



0.5 

Volts 

IsYNc = 1.6mA 

High level O/P 
voltage 

VOH 

16,17,18, 

19,20,21, 

22,23 

2.5 



Volts 

ISOURCE = lOOuA 

Low level O/P 
current sink capa¬ 
bility 

lOL 

16,17,18, 

19,20,21, 

22,23 

-1.6 



mA 


High level O/P 
current source 
capability 

I OH 

16,17,18, 

19,20,21, 

22,23 

100 



pA 


OFF state O/P 
current 

lOFFL 

16,17,18, 

19,20,21, 

22,23 



40 

pA 

VouT = GND 


lOFF H 

16,17,18, 

19,20,21, 

22,23 

1 


■40 

pA 

VouT = Vcc 

Power dissipation 

Pdiss 


90 


500 

mW 

Vcc = 5.5V 


DYNAMIC CHARACTERISTICS 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 





Max.clock frequency 

Fmax. 

2.4 


10 

MHz 


Min. clock frequency 

Fmin. 

0 



MHz 


Sync, pulse width 

tSPP 

60 



ns 

Fig.6 

(positive) 

Sync, pulse width 
(negative) 

tSPN 

100 


' 

ns 

Fig.6 

Lead of sync, clocking 
edge on positive clock 

tSL 

130 



ns 

Fig. 6 

edge 

Set up time of counter 
inputs (2o,2L22) 

tsc 

70 



ns 

Fig. 6 

Hold time of counter 
inputs 

tHC 

60 



ns 

Fig.6 

Set up time of data 
inputs (A-H) 

tSD 

■ 

80 

' ■ i 


ns 

Fig.6 
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MJ1410 



Voltage on any pin w.r.t. ground = 7V max. 
Storage temperature = -55°C to +125°C 
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MJ1410 




Fig.4 Input and output waveforms 
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APLESSEY 

Semiconductors, 


2 MBIT PCM SIGNALLING CIRCUIT 

M J1440 


HOB3 ENCODER/DECODER 


The 2.048 MBit PCM Signalling Circuits comprise a group 
of circuits which will perform the common signalling and 
error detection functions for a 2.048 MBit PCM trans¬ 
mission link operating to the appropriate CCITT recomm¬ 
endations. The circuits are fabricated in N-channel metal 
gate MOS and operate from a single 5 volt supply, relevant 
inputs and outputs are TTL compatible. 

The MJ1440 is an encoder/decoder for the pseudo¬ 
ternary transmission code, HDB3 (CCITT Orange Book Vol 
111.2 Annex to Rec. G703). The device encodes and de¬ 
codes simultaneously and asynchronously. Error monitor¬ 
ing functions are provided to detect violations of HDB3 
coding, all ones detection and loss of input (all zeroes de¬ 
tection). In addition a loop back function is provided for 
terminal testing. 


NRZDATA1N[ 1 
CLOCK(ENCODER)[ 2 
LOSS OF INPUT [ 3 
NRZ DATA OUT [ 4 
CLOCK(DECODER)[ 5 
RESET AIS[ 6 
AIS [ 7 
GROUND[8 


16 ] +Vcc 
16 ] OUT 2 ( 02 ) 

14 ] OUT 1 (O 1 ) 

13 ] bIn' 

12 ] LOOP TEST ENABLE 
U ]AIN 
ID ] CLOCK 
9]ERROR 


DG16 


Fig. 1 Pin connections 


FEATURES 

H 5v ± 5% Supply-50mA Max 

■ HDB3 Encoding and Decoding to CCITT rec. 
G703. 

■ Asynchronous Operation. 

H Simultaneous Encoding and Decoding. 

■ Clock Recovery Signal Generated from 
Incoming HDB3 Data. 

H Loop Back Control. 

■ HDB3 Error Monitor 

■ ‘All Ones’ Error Monitor 

■ Loss of Input Alarm [All Zeros Detector). 

■ Decode Data in NRZ Form. 


ABSOLUTE MAXIMUM RATINGS 

The absolute maximum ratings are limiting values above 
which operating life may be shortened or specified para¬ 
meters may be degraded. 



Fig. 2 Block diagram 


Electrical Ratings 

-hVcc 7V 

Inputs Vcc + 0.5V Gnd - 0.3V 

Outputs Vcc, Gnd —0.3V 

Thermal Ratings 

Max Junction Temperature 175°C 

Thermal Resistance: Chip to Case Chip to Amb. 

40°C/Watt 120®C/Watt 
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MJ1440 


ELECTRICAL CHARACTERISTICS 

Test conditions (unless otherwise stated): 

Supply voltage, Vcc = 5V ±0.25V 
Ambient temperature, Tamb= 0°Cto + 70°C 

Static characteristics 


Characteristic 

Symbol 


Pins 

Value 

Units 

Conditions 


Min 

Typ 

Max 






Low level input voltage 




-0.3 


0.8 

V 


Low level input current 

l|L 


1.2,5,6 
10,11,12,13 



50 

mA 

> 

0 

II 

_i 

> 

High level input voltage 

V|H 


2.5 


Vcc 

V 


High level input current 

l|H 

i 




50 

mA 

> 

ID 

II 

X 

> 

Low level output voltage 

VoL 

10,14,15 



0.5 

V 

Isink = 80pA 


3,4,7,9 



0.4 

V 

Isink = 1.6mA 

High level output voltage 

VoH 

3,4,7,9 

2.7 



V 

1 source = 60 p A 


14,15 

2.8 



V 

Isource = 2mA 



10 

2.8 



V 

Isource = 1mA 

Supply current 

1 cc 



20 

50 

mA 

All inputs to OV 

All outputs open circuit 


Dynamic Characteristics 


Characteristic 

Symbol 

Value 

Units 

Conditions 


Q2 


Max. Clock (Encoder) frequency 

fmax@nQ 

4.0 



MHz 

Figs.10,15 

Max. Clock (Decoder) frequency 

fmaxcjec 

2.2 



MHz 

Figs.11,15 

Propagation delay Clock (Encoder) to Oi, O 2 

tpdIA/B 




ns 

Figs.10,15. See Note 1 

Rise and Fall times Oi, O 2 




20 

ns 

Figs.10,15 

tpdIA-tpdIB 





ns 

Figs.10,15 

Propagation delay Clock (Encoder) to Clock 

tpd3 



150 

ns 

Loop test enable = Figs.13,15 

Setup time of NRZ data in to Clock (Encoder) 

ts3 

30 



ns 

Figs.8,10,15 

Hold time of NRZ data in 

th3 

55 



ns 

Figs.10,15 

Propagation delay Ajn, Bjn to Clock 

tpd2 



150 

ns 

Loop test enable = ‘0’ Figs.9,13,15 

Propagation delay Clock (Decoder) to loss of input 




150 

ns 


Propagation delay Clock (Decoder) to error 

tpd4 




ns 

Figs.12,15 

Propagation delay Reset AIS to AIS 

tpd5 




ris 

Loop test enable =‘0’ Figs.14,15 

Propagation delay Clock (Decoder) to NRZ data out 

tpd6 



150 

ns 

Figs.9,11,15. See Note 2 

Setup time of Ajn, Bjn to Clock (Decoder) 

tsi 

75 



ns 

Figs.9,11,15 

Hold time of Am, Bm to Clock (Decoder) 

th1 

5 



ns 

Figs.9,11,15 

Hold time of Reset AIS =‘0’ 

th2 

100 



ns 

Figs.9,14,15 

Setup time Clock (Decoder) to Reset AIS 

ts2 

200 



ns 

Figs.9,14,15 

Setup time Reset AIS = 1 to Clock (Decoder) 

ts2' 

0 



ns 

Figs.14,15 


NOTES 

1. Encoded HDB3 outputs (Oi, O 2 ) are delayed by SVa clock periods from NRZ data in (Fig.3). 

2. The decoded NRZ output is delayed by 3 clock periods from the HDB3 inputs (Ain, Bin) (Fig.4). 
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MJ1440 


FUNCTIONAL DESCRIPTION 
Functions Listed by Pin Number 

1. NRZ data in 

Input data for encoding into ternary HDB3 form. The NRZ 
data is clocked by the negative edge of the Clock (Encoder). 

2. Clock (Encoder) 

Clock for encoding data on pin 1. 

3. Loss of input alarm 

This output goes to logic ‘T if eleven consecutive zeroes 
are detected in the incoming HDB3 data. The output is set to 
logic ‘0’ on receipt of a ‘T. 

4. NRZ data out 

Decoded data in NRZ form from ternary HDB3 input data 
(Ain- B|n), data is clocked out by positive going edge of clock 
(Decoder). 

5. Clock (Decoder) 

Clock for decoding ternary data Ai„, B;„. 

6. Reset AIS, AIS 

Logic ‘0’ on Reset AIS resets a decoded zero counter and 
either resets AIS outputs to zero pr ovided 3 o r more zeroes 
have been decoded in the preceding Reset AIS = 1 period or 
sets AIS to ‘T i f less than 3 zeroes have been decoded In the 
preceding two Reset AIS = 1 periods. 

Logic ‘T on Reset AIS enables the internal decoded zero 
counter. 

8. Ground 
Zero volts. 


9. Error 

A logic‘T indicates that a violation of the HDB3 coding has 
been received i.e. 3 ‘Ts of the same polarity. 

10. Clock _ _ 

‘OR’ function of Aj^, Bj^ for clock regeneration when pin 
12 = ‘O’/OR function of O^, OgWhen pin 12 = ‘ 1 ’. 

11.13. 

lnputs_ representing the received ternary HDB^3 PCM 
signal. Aj^ = ‘0’ represents a_positiv^going ‘T, B,^ = ‘0’ 
represents a negative going ‘T. A|^and Bj^are^mple^by the 
positive going edge of the Clock (Decoder). Aj^ and Bj^may 
be interchanged. 

12. Loop test enable 

Input to select normal or loop back operation. Pin 12 = ‘0’ 
selects normal operation, encode and decode are 
independent and asynchronous. When pin 12 = ‘T is 
connected internally to A|^. Og is connected to Bj^. Clock 
becomes the OR function O ^ + Og. The delay from NRZ in to 
NRZ out is 6 y 2 clock periods in the loop back condition. 
14,15. O^, ©2 

Outputs representing the ternary encoded data for line 
transmission O^ = ‘ 1 ’ representing a positive going ‘ 1 ’, 
O 2 = ‘T represents a negative going ‘T. O., and O^may be 
interchanged. 

16 . Vpc 

Positive supply, 5V ± 5%. 



Fig. 3 Encode waveforms 



Fig. 4 Decode waveforms 








Fig. 6 AIS error and reset waveforms 



Fig. 7 Loss of input waveforms 



Fig. 9 Decoder timing relationship 





MJ1440 




Fig. 12 



DEFINITION OF THE HDB3 CODE 

Coding of a binary signal into an HDB3 signal is done acc¬ 
ording to the following rules: 

1. The HDB3 signal is psuedo-ternary; the three states are 
denoted B+, B_and O. 

2 . Spaces in the binary signal are coded as spaces in the 
HDB3 signal. For strings of four spaces however, special 
rules apply (see 4. below). 

3. Marks in the binary signal are coded alternately as B+ 
and B_ in the HDB3 signal (alternate mark inversion). Viola¬ 
tions of the rule of alternate mark inversion are introduced 
when coding strings of four spaces (see 4. below). 

4. Strings of four spaces in the binary signal are coded 
according to the following rules: 

a The first space of a string is coded as a space if the 

18 





preceding mark of the HDB3 signal has a polarity oppos¬ 
ite to the polarity of the preceding violation and is not a 
violation by itself; It is coded as a mark, i.e. not a violation 
(i.e. B+, B_), if the preceding mark of the HDB3 signal has 
the same polarify as that of the preceding violation or is 
by itself a violation. 

This rule ensures that successive violations are of altern¬ 
ative polarity so that no DC component is introduced- 
b The second and third spaces of a string are always 
coded as spaces. 

c The last space of a string of four is always coded as a 
mark, the polarity of which Is such thatitiviolates the rule 
of alternate mark Inversion. Such violations are denoted 
or V_ according to their polarity. 











2 MBIT PCM SIGNALLING CIRCUIT 



PCM SYNCHRONISING WORD GENERATOR 


The 2.048 Mbit PCM signalling circuits comprise a 
group of circuits which will perform the common signalling 
and error detection functions for a 2.048 Mbit 30 channel 
PCM transmission link operating to the appropriate CCITT 
recommendations. The circuits are fabricated in N-channel 
metal gate MOS and operate from a single 5 volt supply. 
Relevant inputs and outputs are ITL compatible. 

The MJ1444 generates the synchronising word in 
accordance with CCITT recommendations G732. The 
MJ1445 has been designed to detect this synchronising 
word when received at the remote end of the transmission 
system. 

The synchronising word is injected onto the PCM data 
highway during time slot 0 In alternate frames. The spare 
time slot 0 data bits, bit 1 in every frame and bits 3 to 8 
inclusive in alternate frames (i.e. those not containing the 
synchronising word) are available as parallel inputs and are 
output onto the PCM data highway. 

The data output of the MJ1444 is ‘open collector’ and 
can be wire-OR’d directly onto the highway. 

The device also provides a time slot 0 channel pulse 
‘TSO’, time slot 0 non-sync, frame ‘TSO SF’, and time slot 16 
‘TS16’ outputs. 


FEATURES 

H 5V±57o Supply—20mATypical 
B Fully Conforms to CCITT Recommendation G732 
B Outputs Directly Onto PCM Data Highway 

B Provides Both Time Slot 0 and Time Slot 16 
Channel Pulses 

B All Inputs and Outputs are TTL Compatible 


BIT5[ 

) ^ "l6 

] VCC 

BIT6 [ 

2 15 

]TS0 

CHANNEL RESET [ 

3 14 

]BIT4 

aocK [ 

4 13 

]B1T3 

BIT7[ 

5 12 

] BIT 1 Tf 

TS1B[ 

6 11 

] BIT 1 SF 

BIT 8 [ 

7 10 

] COMBINED DATA 

GROUND [ 

8 9 

]TS0SF 



DG16 


Fig.1 Pin connections 


ABSOLUTE MAXIMUM RATINGS 

The absolute maximum ratings are limiting values above 
which operating life may be shortened or specified para¬ 
meters may be degraded. 

Electrical Ratings 

+Vcc 7V 

Inputs Vcc + 0.5V Gnd — 0.3V 

Outputs Vcc, Gnd —0.3V 

Thermal Ratings 

Max Junction Temperature 175°C 

Thermal Resistance: Chip to Case Chip to Amb. 

35°C/Watt 120°C/Watt 



Fig. 2 MJ1444 block diagram 
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MJ1444 


ELECTRICAL CHARACTERISTICS 

Test conditions (unless otherwise stated): 

Supply voltage, Vcc = 5V ±0.25V 

Ambient operating temperature - 10°C to +70°C 

Static Characteristics 


Characteristic 

Symbol 

Pins 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Low level input voltage 

V,L 

1,2,3,4,5, 
7,11,12,13, 
14. 

-0.3 


0.8 

V 


Low level input current ) 

High level input current) 

l|N 

11 


1 

50 

/.A 


High level input voltage 

V|H 

11 

2.4 


Vcc 



Low level output voltage 

VoL 

6, 9,15 

10 



0.5 

0.7 

V 

V 

isink = 2mA 

Uink “ 5mA 

High level output voltage 

VoH 

6, 9,15 

2.8 



V 

^source ~ 200/iA 

High level output leakage current 

loH 

10 



20 

mA 

VoUT = Vcc 

Supply current 

Ice 



20 

40 

mA 

Vcc = 5.25 V 


Dynamic Characteristics 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Max clock frequency 

^max 

3 



MHz 


Propagation delay, clock to TSO, TSO TS16 and 
combined data outputs. 

tp 

80 


200 

ns 

See Figs.5 and 6 

Set up time channel reset to clock 

Tsi 



450 

ns 


Hold time of channel reset input 

tH, 

20 



ns 


Set up time of bit 1 (SF) to datum B 

*82 

100 



ns 


Hold time of bit 1 (SF) wrt datum B 

*H2 

300 



ns 


Set up time of bit 1 (SF) and data bits 3—8 to datum B 

*82 

100 



ns 


Hold time of bit 1 (SF) and data bits 3—8 wrt datum B 

*H2 

300 



ns 



DATUM B 


DATUM A 


CLOCK 

INPUT 


CHANNEL 

RESET 

INPUT 




u 


TSO 

OUTPUT 


COMBINED 

DATA 

OUTPUT 

(SF) 

COMBINED 

DATA 

OUTPUT 

(5F) 
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Fig.3 Data timing 




















MJ1444 


FUNCTIONAL DESCRIPTION 

Functions Listed by pin number 
1,2, 5, 7,13,14. Bits3to8 

Parallel data on these inputs Is asynchronously loaded 
into bits 3 to 8 of the PISO shift register for transmission 
during Time slot 0 of non-sync, frames. 

3. Channel Reset 

A low going pulse at this input synchronises the 
MJ1444 with the other devices at the transmit end of the 
PCM link. It may be applied as a start pulse or repeated at 
the same instant in successive frames. 

4. Clock 

System clock input (2.048MHz for a 2 Mbit PCM 
system). 

6. TS16 

This output provides a positive pulse equivalent to 8 
clock periods during time slot 16 of every 30+2 channel 
PCM frame. 

8. GND 

Zero volts. 

9. TSO SF 

This output provides a positive pulse equivalent to 8 
clock periods during time slot 0 of non-sync, frames. 


10. Combined data 

This ‘open collector’ output Injects the contents of the 
PISO shift register onto the PCM data highway during time 
slot 0 In successive frames. The contents of the PISO shift 
register are defined as follows: 



Bitl 

2 

3 

4 

5 

6 

7 

8 

Sync. Frame 

X 

0 

0 

1 

1 

0 

1 

1 

Non-sync, frame 

X 

1 

X 

X 

X 

X 

X 

X 


X—Indicates that these bits may be set according to the 
parallel data inputs. 

11. Bit 1 SF 

Data on this input is asynchronously loaded Into bit 1 of 
the PISO shift register for transmission during time slot 0 of 
sync, frames. 

12. Bitl SF 

Data on this input is asynchronously loaded into bit 1 of 
the PISO'shIft register for transmission during time slot Oof 
non-sync, frames. 

15. TSO 

This output provides a positive pulse equivalent to 8 
clock period during time slot 0 of every 30 channel PCM 
frame. 
le.Vcc 

Positive supply, 5V ±5%. 



Fig. 6 Timing definitions 
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2 MBIT PCM SIGNALLING CIRCUIT 

MJ1445 

PCM SYNCHRONISING WORD RECEIVER 


The 2.048 Mbit PCM signalling circuits comprise a 
group of circuits which will perform the common signalling 
and error detection functions for a 2.048 MBit 30 channel 
PCM transmission link operating to the appropriate CCITT 
recommendations. The circuits are fabricated In N-channel 
metal gate MOS and operate from a single 5volt supply. 
Relevant inputs and outputs are TTL compatible. 

The MJ1445 establishes synchronisation by detecting 
the synchronising word when it is received at the remote 
end of the transmission system. The MJ1444 has been 
designed to generate this synchronisation word at the 
sending end of the system in accordance with CCITT 
recommendation G732. 

Corruption of Individual synchronisation words is 
signified by an ‘Error’ output, loss of synchronisation is 
Indicated by a ‘Sync Alarm’ output and follows CCITT 
G732 in that loss of synchronism Is assumed when 3 
consecutive synchronisation words have been received 
with errors. 

The ‘Channel Reset’ output goes low for the first period 
of the clock after time slot 0 in sync frames whenever the 
MJ1445 has established that the receiver terminal is in 
synchronisation in order that the rest of the receiver 
terminal may be reset. 

The ‘TSO’ output is high for a period of 8 bits starting from 
the end of the first bit of the synchronising word. The spare 
data bits from the synchronising word are provided as 
parallel outputs. 


BIT 1 SF [ 


] ♦Vcc 

BIT 1 SF [ 

2 15 

] BIT 3 

TS0[ 

3 U 

]BIT4 

CLOCK [ 

4 13 

] CHANNEL RESET 

ERROR [ 

5 12 

] BIT 5 

SYNC ALARM [ 

6 11 

] BIT 6 

DATA INPUT [ 

7 10 

] BIT 7 

GROUND [ 

8 9 

] BIT 8 



DG16 


Fig. 1 Pin connections 


FEATURES 

■ 5 V ± 5% Supply - 20 mA Typical. 

I Conforms to CCITT Recommendation G732 
I Synchronising Word Error Monitor 

■ Out of Sync. Alarm 

■ All Inputs and Outputs are TTL Compatible 


ABSOLUTE MAXIMUM RATINGS 


The absolute maximum ratings are limiting values above 
which operating life may be shortened or specified para¬ 
meters may be degraded. 


Electrical Ratings 

+Vcc 

Inputs 

Outputs 


7V 

VCC + 0.5V Gnd -0.3V 
Vcc, Gnd -0.3V 


Thermal Ratings 

Max Junction Temperature 175°C 
Thermal Resistance: Chip to Case 
35°C/Watt 


Chip to Amb. 
120°C/Watt 



Fig.2 Block diagram MJ1445 
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MJ1445 


ELECTRICAL CHARACTERISTICS 

Test conditions (unless otherwise stated): 

Supply voltage, Vcc = 5V ±0.25V 
Ambient temperature, Tamb = - 10°C to +70°C 

Static Characteristics 


Characteristic 

Symbol 

Pins 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Low level input voltage 

V,L 

4,7 

-0.3 


0.8 

V 


Low level input current > 

High level input current f 

IlN 

4,7 


1 

50 

mA 


High level input voltage 

V,H 

4,7 

2.4 


Vcc 

V 


Low level output voltage 

VoL 

1,2, 3, 5,6 
9,10,11,12 
13,14,15 



0.5 

V 

lsink=2mA 

High level output voltage 
Supply current 

Vqh 

Icc 


2.8 

20 

40 

mA 

^source” 200/iA 

Vcc = 5.25 V 


Dynamic Characteristics 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Max. clock frequency 

fmax 

2.2 



MHz 


Input delay of data input 

td data 

20 


200 

ns 

f clock = 2.048MHz 

Propagation delay, clock to TSO output 

td TSO 

40 


200 

ns 

Fig.3 

Propagation delay clock to error output, sync 


i=;n 


Ann 


Pin 

alarm and CH. Reset output high 

Id 

ou 



ns 

rig.o 

Propagation delay, clock to CH. 

Reset output low (T — tp) 

tp 

100 


450 

ns 

Fig.3 

Propagation delay clock to spare bits 

td SB 

50 


300 

ns 

Fig.3 



Fig.3 Test conditions, all outputs 


FUNCTIONAL DESCRIPTION 

Functions listed by pin number 

1. BitI SF 

This output is set to the level of data bit 1 during time slot 0 
of non sync frames. The data becomes true on thefirst falling 
edge of the clock during TS1. 

2. Bit1 SF 

This output is set to the level of data bit 1 during time slot 0 
of sync frames. The data becomes true on the first falling 
edge of the clock during TS1. 

3. TSO 

This output provides a positive pulse of 8 clock periods 
in every frame starting from the end of the first bit of the 
synchronising word of the received data. 


4. Clock 

System clock input (2.048MHz for a 2MBit PCM 
system). 

5. Error 

This output goes high at the end of time slot 0 in the 2nd 
sync frame following the frame with sync word errors. If 
consecutive sync words occur with errors this output will 
remain high. If a sync alarm is generated this output will 
remain high until sync is regained. 

6. Sync Alarm 

This output goes high at the end of time slot 0 output in 
the 3rd consecutive sync frame containing sync word 
errors. It returns low at the end of TSO output in the 3rd 
consecutive frame received correctly (sync and non sync). 

7. Data input 

Serial data (2MBit/s) at this input is clocked through the 
SlPO shift register and examined by the sync word 
detector. 

8. GND 

Zero volts 

9,10,11,12,14,15.Bits3to8 

These parallel outputs are set to the level of the spare 
data bits (3 to 8) of time slot 0 of non sync frames. The data 
becomes true on the first falling edge of the clock during 
TS1. 

13. Channel reset 

This output goes low for the first period of the clock 
after time slot 0 of the received data as long as 
synchronisation has been established. This pulse can be 
used to reset the rest of the receiver terminal. 

16. Vcc 

Positive supply 5 V ±5%. 


23 











Fig.4 Timing diagram and output waveforms 
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APLESSEY 

Semiconductors 

2 MBIT PCM SIGNALLING CIRCUIT 

M J1446 

TIME SLOT 16 RECEIVER AND TRANSMITTER 


The 2.048 Mbit PCM signalling circuits comprise a 
group of circuits which will perform the common signalling 
and error detection functions for a 2.048 Mbit 30 channel 
PCM transmission link operating to the appropriate CCITT 
recommendations. The circuits are fabricated in N-channel 
metal gate MOS and operate from a single 5volt supply. 
Relevant inputs and outputs are TTL compatible. 

The MJ1446 has two modes of operation dependent on 
the state of the mode control input. With the mode control 
high the device is in the transmit mode and with the mode 
control low the device is in the receive mode. 

In the transmit mode the device accepts 64kbits/sec 
signalling information in either binary or AMI format and 
outputs it at 2Mbits/sec on to the digital highway during 
time slot 16. 

In the receive mode the device accepts 2Mbit/sec 
information from the digital highway, during time slot 
16 and output is at 64kbits/sec in both binary and AMI 
format. 

In both receive and transmit mod e the re is an AMI 
coded clock output, AMI output and AMI output which 
conforms to CCITT recommendation no G372 for a 
64k bits/sec contradirectional interface. The alarm inhibit 
input causes the 8kHz timing signal to be removed from 
the AMI clock output. 

The device is reset in both modes by a time slot 16 
channel pulse and the alarm output provides an indication 
that the internal counter is operating correctly. 

Also provided are 64 kHz, 16 kHz and 8kHz clock 
outputs. 


8kH2 [ 

— 


] V. 

IB kHz [ 

2 

15 

3 ALARM O/P 

CLOCK [ 

3 

14 

] TS16 

ALARM INHBIBIT [ 

4 

13 

3 MODE CONTROL 

AMI 0/P [ 

5 

12 

3 DIG HIGHWAY ACC IN/OUT 

^1 0/P [ 

6 

11 

3 BINARY DATA I/O 

AMI DATA IN/OUT [ 

7 

10 

3 64kHZ 

GROUND [ 

8 

9 

3 AMI DATA IN/OUT 




DG16 


Fig.l Pin connections 


FEATURES 

^ 5V±5% Supply—20nnATypical 
g Conforms to CCITT Recommendations 
Q Provides Both AMI and Binary Format Data Outputs 
H Single Chip Receivelor Transmit 
® All Inputs and Outputs are TTL Compatible. 



DATA DATA DATA 


ALARM 


DIGITAL 

HIGHWAY 

ACCESS 

IN/OUT 


Fig.2 Block diagram 
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MJ1446 


ELECTRICAL CHARACTERISTICS 
Test conditions (unless otherwise stated): 

Supply voltage Vcc = 5V ± 0.25V, Ambient temperature Tamb = -10°C to +70°C, 

Static Characteristics 


Characteristic 



Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Low level input voltage 

V,L 

3, 4, 7,9,11, 
12,13,14 

-0.3 


0.8 

V 


Low level input current 

High level Input current 

l|N 

11 


1 

50 

mA 


High level input voltage 

V,H 

11 

2.4 


Vcc 

V 


Low level output 

VoL 

1,2, 5, 6, 7, 
9,10,11,15 



0.5 

V 

lsink = 2mA 



12 



0.5 

V 

Uink ~ 5mA 

High level output voltage 

VoH 

1,2,10, 5,6, 
15 

2.8 



V 

^source ~ 200/><A 

High level output leakage current 

IcH 

7, 9,11,12 



20 

mA 

Vqut = Vcc 

Supply current 

Icc 



20 


mA 

Vcc = 5.25 V 


Dynamic Characteristics (fdock == 2.048 MHz) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Propogation delay clock to data out to digital highway 


20 


200 

ns 

Fig.7 

Propogation delay clock to 64 kHz out 


20 


200 

ns 

Fig.7 

Input delay, clock to digital highway access 

Id DATA 

20 


200 

ns 


Input delay, clock to time slot 16 

1dTS16 

80 


200 

ns 


Output delay 64 kHz to 16 kHz output 

Ip 16 



70 

ns 

Fig.7 

Output delay, 64 kHz to 8kHz output 

tp8 



170 

ns 

Fig.7 

Output delay, 64kHz to binary data output (64kHz) 

Ip BIN 

20 


450 

ns 

Fig.8 

Output delay 64kHz to AMI, AMI, AMI data & 

AMI data o/p’s 

Ip AMI 

20 


400 

ns 

Fig.8 

Input delay, 64 kHz to binary data in (64 kHz) 

Id BIN 



100 

ns 



FUNCTIONAL DESCRIPTION 
Functions listed by pin number 
1.8kHz 

8kHz square wave output. 

2.16 kHz 

16 kHz square wave output. 

3. Clock 

System clock input (2.048MHz for a 2Mbit PCM system) 

4. Alarm inhibit 

A high level on this input inhibits the 8kHz timing signal 
on the AMI clock outputs. 

5. AMI output 

Alternative Mark Inversion coded 64kHz. 

6. AMI output 

7. AMI Data in/out 

In the transmit mode 64kHz signalling data in AMI 
format is accepted at these inputs for output to PCM 
highway during time slot 16. 

8. GND 

Zero volts. 

9. AMI Data in/out 

In the receive mode data accepted from the PCM 
highway during time slot 16 appears on these outputs at 
64kblts/sec in AMI format. 

10.64 kHz 

64 kHz square wave output. 


11. Binary data in/out 

In the transmit mode 64 k bit/sec signalling data in binary 
form is accepted at this input for output to the PCM data 
highway during time slot 16. In the receive mode data is 
accepted from the PCM highway during TS16 and appears 
at this output at 64 k bits/sec in binary format. 

12. Digital Highway access in/out 

In the receive mode 2Mbit/sec signalling data is 
accepted at this input during time slot 16 from the PCM 
digital highway. In the transmit mode signalling data is 
output to the PCM digital highway during time slot 16 at 
2 Mbits/sec. 

13. Mode control 

A high level on this input causes the MJ1446 to operate 
in the transmit mode while a low level causes It to operate 
in the receive mode. 

14. TS16 

This input should be connected to time slot 16 channel 
pulse of the PCM system to synchronise the MJ1446 with 
the rest of the system. 

15. Alarm output 

A high level on this output indicates that the internal 
counter has stopped or is out of synchronisation with the 
time slot 16 channel pulse. 

16 Vcc 

Positive supply 5V ±5%. 
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MJ1446 


CLOCK INPUT [ I I 

2M BIT/S DATA , . 

riJTJTJTJTJT_n_rLrL 

I 

TX MODE I o I 

(DIGITAL I “ I 

1 I 2 I 3 I 4 I 5 I 6 I 7 I 8 I 1 I 

HIGHWAY ACCESS) 

TIME SLOT IN | 

2M BIT/S DATA 

I 

I_ 

I 

RX MODE I , I 

(DIGITAL I ^ I 

n 3 I 4 I , I e I 7 I e r r n'T 


Fig.3 2MBit/s operation 



SYSTEM CLOCK 


DIGITAL HIGHWAY 
DATA OUTPUT 
S 64kHz 


DIGITAL HIGHWAY 
DATA INPUT 



Fia.5 Timina diaaram 


TS16 INPUT 





MJ1446 
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ADVANCE INFORMATION 


APLESSEY 

Semiconductors • 


DIGITAL FILTER AND DETECTOR (FAD) 


The MS2014 is a real time general purpose digital signal 
processor (DSP) \A/hich is easily programmed to perform 
digital filtering and level detection. The architecture of the 
FAD comprises a cascadable second order recursive filter 
and level detector using dedicated multipliers, adders and 
delay elements. 

The data controlling the response of the MS2014 is stored 
in an external PROM or RAM and consists of a list of filter 
coefficients and comparison levels. This simple data format 
means that the user does not need an expensive 
development system at the design stage (in contrast to other 
DSP devices, which use microprocessor-based structures 
and require considerable software development effort to 
realise their function). The off-chip data memory allows for 
easy adaptive control, even when complicated algorithms 
are to be implemented. 

The filter and detector have been designed to give 
maximum flexibility in use and can easily generate most of 
the functions required in tone detector, spectral analysis, 
adaptive filter and speech synthesis systems. 

FEATURES 








CLOCK [ 

1* 


24 

] Vdd 


DET 2 OUT [ 

2 


23 

] DELAY SELECT 


INT.COEFF. [ 

3 


22 

] DELAY IN 2 


DET 1 IN [ 

4 


21 

] DELAY OUT 2 


MULTI IN L 

5 


20 

] FWR OUT 


R OUTPUT t 

6 

MS2014 

19 

] DET 2 IN 


NR COEFF. C 

7 


18 

] COMP 2 IN 


R COEFF. L 

8 


17 

] SYNC. 


FILTER IN L 

9 


16 

] COMP 1 IN 


MULTI OUT L 

10 


15 

] FILTER OUT 


B INPUT L 

11 


14 

] DELAY OUT 1 


Vss [ 

12 


13 

] DELAY IN 1 
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Fig. 1 Pin connections - top view 


y Linear 16-Bit Data 

M 13-Bit Coefficient 

M 2MHz Operating Clock Frequency 

IB Serial Operation 

M 448 Bits of On-Chip Shift Register Data Storage for 
8th Order Multiplex 

M Nth Order Multiplexing (N^8) 

y TTL Compatible 

M Single +5V Supply 

APPLICATIONS 

M Low Cost Digital Filtering 

■ Level Detection 

H Spectral Analysis 

■ Tone Detectors (Multi-Frequenc) 

■ Speech Synthesis and Analysis 

H Data Modems 

■ Group Delay Equalisers (All-Pas; 

ABSOLUTE MAXIMUM RATINGS 

Supply voltage (Vdd) 

Input voltage 
Maximum output voltage 
Temperature: Storage 
Operating 

NOTE 

All voltages with respect to Vss 


PIN NAMES 


Name 


Function 



1 

Clock 

Single phase clock input 


2 

Detect 2 Out 

Output from detector 2 


3 

Int.Coeff 

Integrator coefficients 


4 

DET 1 In 

Detector 1 input 


5 

Mult In 

Input to NR B multiplier 


6 

R Output 

Output of recursive section 


7 

NR Coeff 

Non-recursive (NR) 


8 

R Coeff 

coefficient input 

Recursive coefficient input 


9 

Filter In 

Data input to filter section 

Receivers) 

10 

Mult Out 

Output from B multiplier 

11 

B Input 

Input from B multiplier 


12 

Vss 

OV 


13 

Delay In 1 

Input from filter external delay 

1 Networks) 

14 

Delay Out 1 

Output to filter external delay 

15 

Filter Out 

Data output from filter section 


16 

Comp 1 In 

Comparison level 1 input 


17 

Sync 

Synchronisation pulse input 


18 

Comp 2 In 

Comparison level 2 input 

-0.5V to +7V 

19 

DET 2 In 

Input for detector 2 via FWR 

-0.5V to +7V 

20 

FWR Out 

FWR output from Det 2 In data 

+7V 

21 

Delay Out 2 

Output from detectors 1 and 2, and 

-65°C to125°C 
0°C to 70°C 

22 

Delay In 2 

connection to detector external delay 
Input from detector external delay 


23 

Delay Select 

Internal/External delay selector 


24 

Vdd 

+5V supply 


I/O 

I 

o 

I 

I 

I 

o 

I 

I 

I 

o 

I 

I 

o 

o 

I 

I 

I 

I 

o 

o 
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Fig.2 Block diagram 


PERFORMANCE 

A sample throughput of 64000 samples/s is guaranteed. 
Thus using a sampling period of 125/t/s (8000 samples/s) the 
following may be realised: 

8 bi-quadratic 2nd-order recursive filter sections; 
plus 16 full-wave rectification operations: 
plus 16 Ist-order leaky integrations: 
plus 16 level comparisons. 

Filters of more than 16th order are possible but will require a 
lower sampling rate or more than one l\/IS2014. 


RECOMMENDED OPERATING CONDITIONS 



Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Max. 

Supply voltage 

Vdd 

4.75 

5.25 

V 


Input voltage (high state) except clock 

ViH 

2.2 

- 

V 


Input voltage (low state) except clock 

ViL 

- 

0.7 

V 


Input voltage (high state) clock 

ViHC 

4.5 

- 

V 


Input voltage (low state) clock 

ViLC 

- 

0.5 

V 


Clock rise and fall time 

tcl 


30 

ns 

10%-90% (Note 1) 

Clock frequency 

fcl 

0.5 

2.048 

MHz 


Operating temperature 

T amb 

0 

70 

°C 
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MS2014 


ELECTRICAL CHARACTERISTICS 
Test conditions (unless othen/vise stated): 

Vdd = + 5 V Tamb= 25 °C 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Supply current 

Idd 



120 

mA 


Output voltage, low 

VOL 

- 


0.5 

V 

loL = 0.4mA (Note 2) 

Output voltage, high 

VoH 

2.7 


- 

V 

loH = -40juA (Note 2) 

Input capacitance (except clock) 

Cin 



7 

pF 


Input capacitance (clock) 

Cine 


25 


PF 


Input data set up time 

tis 

50 

- 

- 

ns 

Fig.7 

Input data hold time 

tih 

150 

- 

- 

ns 

Fig.7 

Output data delay time 

tos 

- 

- 

200 

ns 

Fig.7 


NOTES . . 

1. An operating clock frequency of 2.048MHz is guaranteed over the supply voltage range and the full operating temperature range. 

2. The output stage is designed to drive a standard TTL LS gate (74LS series). 


FUNCTIONAL DESCRIPTION 


The Filler Section 

The filter section provided in the MS2014 is a second order 
recursive type (see Fig.3). This structure was chosen 
because of its good coefficient sensitivity and predictable 
round-off, limit-cycle and overflow properties. Higher order 
filters are easily produced by cascading sections in a similar 
manner to analogue active filter design. 

The transfer function of the section is given by: 


H(z) = M 


[1 +/\z-i +BZ-2] 
[ 1 - az‘i - bz‘2 ] 


... ( 1 ) 


The coefficients a and b define a pair of complex poles, 
whilst A and B define a pair of complex zeros. The Scaling 
Factor M. is necessary because many filters have greater 
than unity gain, hence there is a danger of numeric overflow 
in the filter arithmetic. In the MS2014 this scaler multiplies by 
a factor of 


M = (Vz)" where 0 ^ n ^ 13 


The multipliers in the MS2014 are serial/parallel types 
which require the coefficient data as a static parallel word. To 
minimise the number of pins on the device, this data is loaded 
serially and stored in a SlPO shift register. Each multiplier 
requires the coefficient data to be in 2s complement form 
with 12 bits for the fractional part of the number. 

The range for the coefficients are: 

2>A ^-2 

2>a ^-2 

1^8 ^- 1 
1>b ^-1 

For the A,a coefficients there is an added bit (as,As) to give 
the extra ±1 range, which gives a total of 14 bits for the A,a 
coefficients and 13 bits for B,b. 

The second-order filter is very easily multiplexed by 
increasing the delay function in steps of T (where T is the 
computation period* ) and time-sharing the arithmetic 
elements. The limit on this process is the maximum clock 
rate of the MS2014. With a 32 bit computation cycle the clock 
rate fci is given by: 

fci = 32 xfsxY 



Fig.3 Basic 2nd order filter section 


where Y is the number of times the filter is multiplexed and fs 
is the sampling rate (the reciprocal of the sampling period 
Ts **). In telephony applications it is usual for fsto be 8000 
samples/s; hence at the maximum guaranteed clock rate of 
2048kHz, Y must be less than or equal to 8. 

By presenting an input sample during every 32-bit 
computation cycle, 8 separate second-order filters can be 
implemented. As the inputs can be independent of each 
other the filter is then said to be ‘channel multiplexed’. 

Filters of higher order can be built by feeding the output 
data emerging from one second-order section back to the 
input via an on-chip data selector, which is enabled by the 
control bit Ci; since the delay between the input and output 
of the filter section is 32 clock periods, the data arrives at the 
beginning of the next computation cycle. Thus by 
controlling the data selector two or more second-order filter 
sections can be cascaded. This arrangement allows any 
combination of filter and channel multiplexing to be 
achieved. 

Higher orders of channel or filter multiplex require the 
connection of additional delay. For 8th-order multiplex, a 
delay of 7T (224 bits) is provided on chip; together with the 
inherent delay T (32 bits) of the computation cycle, this 


*T = computation period = 32 x (1 /2048k)s = 15.63ps i.e. 32 bits at 2048 kbit/s clock rate. 

**Ts= sampling period = (1 /8000)s = 125ps at a sampling rate of 8kHz i.e. 256 bits at 2048 kbit/s clock rate. 
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MS2014 


makes up the necessary 8T delay. Other orders of multiplex 
require the external connection of (/ - 1) x 32 bits of delay. 

The detector function is carried out by ‘full wave rectifiers’ 
followed by comparators and leaky integrators. By 
interconnecting these in different ways various absolute and 
relative level decisions can be made. 

The ‘Full Wave Rectifiers’ 

Data entering the ‘full wave rectifiers’ is inverted if the sign 
bit of the word is a ‘1’ (i.e. negative). The 1LSB error 
generated by this is insignificant and does not materially 
affect operation of the detector. 

The Integrators 

The integrators in the MS2014 are unity gain variable-leak- 
factor types. Fig.4 shows the internal arrangement. The leak 
factor 

1-2 + D 

controls the rise time of the integrator, the relationship is 
given in Table 1. 



Fig.6 Relative level detection 


Level Detection 

Both relative and absolute level detectors can be 
implemented in the MS2014. Fig.5 shows the arrangement 
for an absolute level detector. The sign bit of the data word 
emerging from the integrator is‘T if the mean level of the filter 
output Is greater than the comparator input level. 

Relative level detection can be achieved by using the 
arrangement of Fig.6. In most applications where relative 
level sensing is required, the filtering can be arranged such 
that B = 1 (i.e. the complex zeros are located on the unit 
circle in the z plane), this allows the B multiplier to be used for 
scaling the relative levels. In this application the B coefficient 
must be negative. 


Leak factor 

Rise time (0 to 90%) 

1/2 

3Ts +T 

3/4 

8Ts +T 

7/8 

17Ts +T 

15/16 

35 Ts + T 

31/32 

72 Ts + T 

63/64 

146 Ts + T 

127/128 

293 Ts + T 

255/256 

588 Ts + T 


Table 1 Integrator rise times 




Fig.5 Simple level detector 


FILTER DESIGN WITH THE MS2014 


One of the commonest techniques for designing analogue 
filters is to factor the transfer function into blocks which can 
be realised by second order filter sections. Most designs of 
this type are done using tables which give coefficients for 
equations of the form: 


H(s) = 


Cs2 + Ds + K 
Es2 + Fs + 1 


... ( 2 ) 


Since the MS2014 filter section is a general second-order 
structure, the same design technique can be employed. By 
using the Bilinear Transform: 


^ 2 (1-Z-1) 

T (1 +Z-1) 


... ( 3 ) 


it is possible to design digital filters from analogue 
prototypes. By substituting equation (3) into (2) and re¬ 
arranging the result into the form of equation (1) the 
following relationships are derived: 


2KT2 - 8C 


4C 

+ 2DT + 72 


8E-2r2 

ku 

1 

+ 2FT + 72 

4C 

+ 2DT + K72 

4E 

+ 2F7 + 72 

4C 

- 2DT + KT2 

4C 

+ 2DT + KT^ 

2FT - 4E - 72 

4E 

+ 2F7 + 72 


These five equations allow an analogue filter design to be 
transformed into digital form. 

In addition to the four coefficients required by the filter 
section the data streams fed to the NR and R coefficient 
inputs include the four bits setting the Scaling Factor M (Mr to 
M4) and two selector control bits Ci and Cz 

When Cl = 1, data applied to FILTER IN (pin 9) goes to the 
filter section, when Ci = 0 data emerging on FILTER OUT 
(pin 15) is fed back to the filter at the start of the next 
computation cycle. 

When C 2 =l 0 the 8 multiplier is by-passed by a direct 
connection, setting 8 = 1. 

Table 2 shows the format of the serial data words for the 
NR and R coefficient inputs. The timing diagram (Fig.7) 
shows where this fits into the computation cycle. The 
synchronising pulse (SYNC) is coincident with the first clock 
pulse of the cycle and must be low before the rising edge of 
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the clock. The SYNC pulse is applied every Y clock pulses, 
where Y = CLOCK RATE/SAMPLING RATE. 

Coefficient Conversion 

After the coefficients have been obtained (from the 
Bilinear Transform or FAD Development Program) they 
must be assembled in the format given in Table 2. The FAD 
Development Program gives the multiplier coefficients in a 
ready-to-use binary string format, other techniques will give 
numerical values for the coefficients which must be 
converted into binary strings. 

Coefficient Conversion Algorithm for ‘A’ 

The algorithm for converting A ora to binary is as follows: 

Obtain A =^^.8191 

Convert A into a binary number (13 bits) 

If A is positive INVERT THE MSB AND APPEND ‘0’ AS 
NEW MSB. 


If A is negative INVERT ALL BITS AND APPEND ‘1’ AS 

NEW MSB, then ADD ‘1’ LSB. 

Conversion of ‘8’ Coefficients 

Obtain B =6.4096 

Convert 6 into a binary number (12 bits) 

If 6 is negative INVERT ALL BITS, ADD ‘1’ LSB AND 

APPEND ‘1’ AS NEW MSB. 

If B is positive APPEND ‘0’ AS NEW MSB. 

In addition to the coefficient data streams one further input 
must be set up. DELAY SELECT (pin 23) is the control pin 
used to select the internal 7T delay. A ‘1 ’ maintained on pin 23 
selects the internal delay and a ‘0’ the external option. The 6 
multiplier is independent of the rest of the circuit and may be 
used for any purpose, although usually it will form part of 
either the filter or detect functions. In each case the 
appropriate connections must be made externally. 



Fig.7 Timing diagram 
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Clock pulse 
number 

IQ 

■ 

Q 

B 

B 

B 

Q 

B 

B 

Q 

g 

B 

Q 

B 

B 

D 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

Integrator 

coefficients 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

Q 

fl 

B 

iQl 

fl 

B 

B 

fl 

Comparison 
level 1 or 2 

B 

1 

Q 

B 

B 

B 

B 

B 

B 

B 

B 

Q 



Q 


B 

fl 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

fl 


Table 3 Detector data format 


Programming the Detector 

Control data for the detect function is supplied by an 
external memory to the INT COEFF input (pin 3) and to the 
COMP 1 IN and COMP 2 IN inputs (pins 16 and 18) of the 
MS2014. The relative positions in time of the input sample 
data, detect function control data and output sample data are 
shown on the timing diagram (Fig.7). 

Note that it is possible to economise on memory by 
strapping pin 3 either to pin 16ortopin 18, since valid data for 
either combination of pins occurs at different times in the 
computation cycle. There are two integrator scaling factors 
in the INT COEFF data stream. The/i,/2,/3data bits determine 
the integrator coefficient for the data stream applied to DET1 
IN (pin 4) and the k^, k 2 , ksdaXa bits for the DET 2 IN (pin 19) 
data stream: their definitions and clock pulse positions are 
given in Table 3. 

In most applications, the comparison levels/and m applied 
to COMP 1 IN (pin 16) and COMP 2 IN (pin 18) will be 
negative quantities, and as they are coded in two’s 
complement, each sign bit at clock pulse 32 will be a ‘T. 
However,a positive quantity can be input by setting the sign 
bit to ‘O’. In this case, care must be taken to ensure that the 
addition of the DET data and the COMP data does not result 
in a number greater than unity and cause overflow, since no 
protection against overflow is provided in either detect 
function. 

NOTE Round-off errors in the detector section may result in 
the integrator ‘jamming’ if the signal is below the 4 LSBs. 
Consequently, the available dynamic range is limited to the 
12 MSBs. 

TYPICAL APPLICATIONS CIRCUITS 
A Second-Order High Sampling Rate Filter (Fig.8) 

This is the simplest filter arrangement for the MS2014. No 
external delay is required so that DELAY 1 IN is connected to 
DELAY 1 OUT and DELAY SELECT is grounded. 

A -^32 counter generates the 5-bit wide address for the 
coefficient ROM. A 5-input OR gate on the address lines 
generates the SYNC pulse every 32 clock cycles so that at a 
2.048MHz clock rate the sample rate is 64000 
samples/second giving a maximum bandwidth of 32kHz. 

If the desired B coefficient is not unity then Rout (pin 16) 
must be connected to MULT IN (pin 5) and MULT OUT (pin 
10) to 8 INPUT (pin 11). 

A 16th Order Filter 8kHz Sample Rate Fig.9) 

In this example DELAY SELECT (pin 23) is high so that the 
internal 7T delay is switched in. Input data is applied during 
the first computation cycle (the one with the SYNC pulse in 
it) and coefficient data is loaded in the last computation 
cycle. 



Channel Multiplexed Second Order Filter 8kHz 
Sampling 

The hardware for this filter is identical to Fig.9. However, 
input data is provided during each cornputation cycle and 
each cycle contains a separate output. If the filter required for 
each channel is identical, then the coefficient memory need 
only be 32 X 2 bits. 

Other Configurations 

Sampling rates other than 64kHz and 8kHz can be 
achieved either by reducing the clock rate and/or by using 
external I delays in place of the internal 0/7T. The use of 
external I delay also allows different orders of multiplexing. 
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Fig. 9 A 16th order 4kHz bandwidth filter 



Fig. 10 Input and output timing 
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DIGITAL SWITCH MODULE (DSM) 


The Plessey MS2002 is an n-channel MOS LSI integrated 
circuit providing digital switching for 256 channels in PCM 
systems, the device is unidirectional in operation and is 
capable of switching data from any incoming channel to any 
outgoing channel. Input data can be either serial or parallel. 
The DSM is designed to be easily expandable to provide a 
greater switching capacity. 


FEATURES 

H Single 5V Supply 
■ TTL Compatible 

M Interfaces Directly with European Standard 
CCITT 32 Channel Format 

M 256 Input/256 Output Channels 
M Serial or Parallel Inputs and Outputs 
D Open Drain Outputs for Easy Expansion 

B One System Clock and One Frame Synchronisation 
Pulse 

APPLICATION 

M Circuit Switched PCM or Data Systems 


Dl 0 
Dl 1 
Dl 2 
Dl 3 
Dl 4 
Dl 5 
Dl 6 
Dl 7 
Cbb 
DD7 
D06 
DOS 
D04 
D03 



FS 

VOD 

CLK 

Cl 1 

PI 

P2 

P3 

Cl 0 

Vss 

C01 

COO 

DOO 

D01 

D02 


DG28. DP28 


Fig.1 Pin connections - top view 


Vss Vdd 


Cbb 


DIO 


DI5 


DI7 



CWI CWO GDI CDO CAI RAIO RAI1 


DOO 

D01 

D02 

D03 

D04 

DOS 

D06 

D07 


Fig. 2 Functional block diagram 
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PIN DESCRIPTIONS 


Symbol 

Pin No. 

Pin name and description 

DI0-DI7 

1-8 

Data In 0 to 7 (Digital Inputs). These are the inputs for the 256 incoming channels. The data 
presented at these pins is latched on the alternate negative edges of the CLK clock to those 
used by DOO-7. Frame synchronisation for these pins is established by the FS pulse. 

Cbb 

9 

Bias Decoupling Capacitor (Decoupling Node). A bias decoupling capacitor of lOOOpF should 



be connected between this pin and Vss. 


DO7-DO0 

10-17 

Data Out 0 to 7 (Digital Pull-down Outputs). These are the output pins for the 256 outgoing 
channels. Data is output at these pins on the alternate negative edges of the CLK clock to those 
used by DIO-7. Frame synchronisation for these pins is established by the FS pulse. 

CDO 

18 

Control Data Out (Digital Pull-down Output). This pin outputs control data bytes. Bit 
synchronisation and frame synchronisation are stablished by the CLK and FS signal in a 
similar way as on the DOO-7 pins. It is high impedance for time slots which are not in use for 
control instructions. It is also high impedance fortime slots corresponding to the‘write all ones’ 



instruction. 





During time slots corresponding to other control instructions this pin outputs either the inverse 
of the 8 least significant bits at a control store location or the data at the speech store location 



selected by these 8 bits. 


' 

CWO 

19 

Control Word Out (Digital Pull-down Output). This pin outputs control word bytes. Bit 
synchronisation and frame synchronisation are established by the CLK and FS signals in a 
similar way as on the DOO-7 pins. It is high impedance for time slots which are not in use for 
control instructions and for time slots corresponding to the instruction ‘write all ones’. 

During time slots corresponding to other instructions this pin outputs 4 bits which are the same 



as on CWI and 4 bits which indicate to the status of the chip. 


Vss 

20 

Negative Supply Voltage (Power Input). OV. 


CDI 

21 

Control Data In (Digital Input). The control data bytes are latched into the chip at this pin. Bit 
synchronisation and frame synchronisation are established by the CLK and FS signals in a 



similar way as on the DIO-7 pins. 


■ 



The bits in the input control data byte are Inverted and written into the control store by the 



instruction ‘write CWM bit and Cl bits’. 


CAI 

22 

Column Address In (Digital Input). This pin defines the column position of a chip in the control 



array. 



RAI 1,0 

23, 24 

Row Address In 1 ,0 (Digital Inputs). These pins defined the row position of a chip in the control 



array. 


: . 

CWI 

25 

Control Word In (Digital Input). Control word bytes are latched into the chip at this pin. Bit 
synchronisation and frame synchronisation are established by the CLK and FS in a similar way 



as on the DIO-7 pins. 





The bits in the Input control word byte control whether reads or writes occur, allow different 
chips in a control array to be addressed, and control whether connections are busy or free. 

CLK 

26 

Clock (Digital Input). The system clock, nominally 4.096MHz, is input at this pin. It is used with 
the pulse on FS to establish bit synchronisation on the data and control inputs and outputs. 

Vdd 

27 

Positive Supply Voltage (Power Input). 5V. 


FS 

28 

Frame Synchronisation (Digital Input). The negative pulse input at this pin is used with the CLK 
clock to establish the frame synchronisation on the data and control inputs and outputs. The 
duration of the pulse determines the modes of the data input and output converters. 



Duration (clock periods) 

Data Inputs 

Data Outputs 



1 

Serial 

Serial 



2 

Serial 

Parallel 



3 

Parallel 

Serial 



4 

Parallel 

Parallel 
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FUNCTIONAL DESCRIPTION 

The MS2002 is a 256 channel non-blocking digital switch 
capable of connecting all 256 incoming channels to all 256 
outgoing channels in any desired order. Alternatively, 
selected input channels may be broadcast to any number of 
output channels. Each output channel may, however, receive 
from only one input channel at a time. 

Speech data is input to the device via 8 lines (DIO-7) that 
can accept 8 bit data in either serial or parallel format at a 
2.048Mb/s rate. Speech data is output is via a further 8 lines 
which may be set independently of the input lines to give 
serial or parallel format data. 

Call routings are held in an on-chip control store in the 
form of a nine bit word for each outgoing speech channel, bit 
nine (CM) indicating the busy status of the channel (0 = 
busy). In the case of a busy outgoing channel the remaining 
eight bits denote the number of the input channel to be 
connected to that outgoing channel. 


The contents of the control store can be modified, and the 
speech or control store interrogated, via control messages 
received over the control inputs (CWI, CDI). Data generated 
by interrogation of either the control or speech store appears 
on the two control outputs (CWO, CDO). 

Frame Formats 

Serial inputs and outputs on the DSM are numbered in the 
same way as the CCITT 2048kbit/s PCM link (see Pig.3). This 
applies to both data and control information. 

If the DSM is configured for parallel data on the data inputs 
or outputs then the Parallel Channels are numbered from 0 to 
255 (see Fig.4). 

These are different frame alignments for inputs and 
outputs (see Fig.5) The outgoing alignment is delayed by 21 
bit periods with respect to the incoming alignment. 



BIT 7 


BITS 


BITS 


BIT 4 


BIT 3 


BIT 2 


BIT 1 


BITO 


(1/2048)/iS 


PARALLEL 


PARALLEL 


PARALLEL 

CHANNEL 


CHANNEL 


CHANNEL 

0 


M 


255 

125^(S 


Fig. 4 Parallel format 
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FS 








I' 1 




1 


CLK 

.j 

1 1_1 






1 




1 


1 

CWI, 1 

CDI 

TIME SLOT 31 BIT 8 

TIME SLOT 0 BIT 1 

TIME SLOT 0 BIT 2 







CWO, 1 

CDO _ I 

TIME SLOT 29 BIT 3 

TIME SLOT 29 BIT 4 

TIME SLOT 29 BIT 5 







DIO TO 7 1 

(SERIAL) _1 

TIME SLOT 31 BIT 8 

TIME SLOT 0 BIT 1 

TIME SLOT 0 BIT 2 



1 

1 1 

DOO TO 7 

(SERIALt 1 

TIME SLOT 29 BIT 3 

TIME SLOT 29 BIT 4 

TIME SLOT 29 BIT 5 




i 



DIO TO 7 

(PARALLEL) 1 

PARALLEL CHANNEL 255 

PARALLEL CHANNEL 0 

PARALLEL CHANNEL 1 


1 1 


1 


DOO TO 7 
(PARALLEL) 

PARALLEL CHANNEL 234 

PARALLEL CHANNEL 235 

PARALLEL CHANNEL 236 



Fig.5 Timing - nominal 


Speech Store 

The Speech Store has 256 addresses each containing 8 
bits. These addresses are associated with the Data In pins. If 
the DSM is configured for serial input then these addresses 
are organised by input pin and Time Slot (see Flg.6). If the 
MS2002 is configured for parallel input then these addresses 
correspond to the input Parallel Channels. 


Control Store 

The Control Store has 256 addresses each containing 9 
bits. These addresses are associated with the Data Out pins 
in the same way that the Speech Store is associated with the 
Data In pins (see Fig.6). 

Fig.7 shows how the 9 bits at each Control Store address 
are organised. 


Store Address 
(Speech or Control) 

Serial Time Slot Address 
(Input or Output) 

Serial Pin Address 
(Input or Outut) 

Parallel Channel 
(Input or Output) 

0 

0 

0 

0 

1 

0 

1 

1 

2 

0 

2 

2 

3 

0 

3 

3 

4 

0 

4 

4 

5 

0 

5 

5 

6 

0 

6 

6 

7 

0 

7 

7 

8 

1 

0 

8 

9 

1 

1 

9 













254 

31 

6 

254 

255 

31 

7 

255 


Fig.6 Relationship between inputs, outputs and stores 
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SPA2 

SPAI 

SPAO 

STSA4 

STSA3 

STSA2 

STSA1 

STSAO 


CM 

1 

2 

3 

4 

5 

6 

7 

8 

9 


Bit 

Name 

Description 

1-3 

SPA2-0 

Speech Pin Address 2 to 0. These bits are the Serial Pin Address in the Speech Store (see Fig.6). 

When used with the Speech Time Slot Address bits a unique Speech Store address is specified. 

This address corresponds to a Parallel Channel if parallel input is used. 

4-8 

STSA4-0 

Speech Time Slot Address 4 to 0. These bits are the Serial Time Slot Address in the Speech Store 
(see Fig.6). When used with the Speech Pin Address bits a unique Speech Store address is 
specified. This address corresponds to a Parallel Channel if parallel input is used. 

9 

CM 

Connection Mode. This bit determines whether the connection is busy or free and also helps to 
control reads from the DSM. 

If this bit is 0 then the connection is busy. If it is 1 then the connection is free. Fig.10 shows how this 
bit affects reads. 


Fig.7 Bits at each control store address 


Switching Delay 

The switching function of the MS2002 is achieved by 
storing the incoming speech channels sequentially in the 256 
X 8 speech store (after conversion to parallel format) and 
then sending them to the output channels in the order 
specified by the control store. 

The delay encountered by each channel consists of a fixed 
delay, determined by the format conversion circuitry and the 
memory read/write cycle time, and a variable delay. The 
fixed delay is the 21 bits shown in Fig.5. 

The variable delay is controlled by the sequence of writing 
to the speech store and reading from it under the direction of 
the control store. Input data is written to the speech store 
addresses in turn (see Fig.6). Output data is obtained by 
reading the control store addresses in turn and then reading 
the output data from the specified speech store address. 

This means that when an input serial time slot Is switched 
to the same output serial time slot then the delay is 21 bits if 
the Data In number is less than or equal to the Data Out 
number. The delay is 21 bits plus one frame if the Data In 
number is greater than the Data Out number. 


The Control Array 

The MS2002 is designed to be controlled in an array of two 
columns and four rows (see Fig.8). This control array need 
not be fully implemented. For example, a 512 channel switch 
can be constructed from two columns and two rows. If a 
large switch is required then control arrays can be arranged 
in a variety of architectures. 

Each MS2002 in the Control Array uses the same control 
signals. These contain 32 Time Slots of 8 bits each. 

The Time Slot used by an instruction is the Time Slot 
Address in the Control Store (see Fig.6). The format of the 
bits used for control, which is the same for both input and 
output, is shown in Figs. 9 and 10. 

Instructions to the array are decoded according to the 
column in the array. The column whose Column Address pin 
matches the Column Address Bit on Control Word In 
responds to the instruction. 

The write instruction can set up a connection from any one 
of the 1024 addresses in the Speech Stores of the 4 MS2002s 
in a row of the control array. The read instructions allow busy 
connections to be identified and monitored. 
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FS ■ 
CLK ■ 
CWI ■ 
CDI ■ 


Ifs 

1 

MS2002 
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cwo 
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Fig.d \ 
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CAB 

CPA2 CPA1 CPAO R/W CWM RAB1 RABO 

1 2 3 4 5 6 7 8 

Bit 

Name 


Description 

1 

CAB 


Column Address Bit 

In 

If this bit matches the Column Address pin then the device will be written to or read from. If it 
does not match then Control Word Out and Control Data Out are high impedance during 
the output Time Slot. 

Out 

This bit is set to the Column Address after a read from the Speech Store or after a write to the 
Control Store other than all Ts. It goes high impedance in all other cases. 

2-4 

CPA2-0 


Control Pin Address 2 to 0 

In 

These bits are the Serial Pin Address at the Control Store (see Fig.6). The Time Slot Address 
is determined by the Time Slot on the Control Word In pin (see Fig.3). The Serial Pin and 

Time Slot Addresses define a unique address in the Control Store which corresponds to a 
Parallel channel if parallel output is used (Fig.6). 

Out 

These bits are the same as those on the Time Slot on Control Word In if the Column 
Addresses match. They are high impedance otherwise. 

5 

R/W 


Read or Write 

In 

This bit has no effect unless the Column Addresses match. If they do match then a read or 
write occurs depending whether it is 1 or 0 6 (see Fig.10). 

Out 

This bit is the same as on the Time Slot on Control Word In if the Column Addresses match. 

It is high impedance otherwise. 

6 

CWM 


Control Word Mode 

In 

This bit has no effect unless the Column Addresses match. It can replace the Connection 

Mode bit at the Control Store address during writes or it can help to direct reads if the 

Column Addresses do match (see Fig.10). 

Out 

This bit is the same as the Connection Mode bit at the Control Store address if the Column 
Addresses match. It is high impedance otherwise. 

7-8 

RAB1-0 


Row Address Bit 1 and 0 

In 

These bits have no effect unless the Column Addresses match. They help to control writes if 
the Column Addresses do match (see Fig.10). 

The Row Address Bits ensure that only one of the four MS2002s in a row of the Control 

Array can be active on the Data Out pins at any time. 

Out 

These bits are set to the Row Address after certain operations and are high impedance 
otherwise. See Fig.11 for details. 


Fig.9 Control word bits (both input and output) NB The Control Word Out bits are open-drain pulldown outputs. 
This means that output high is the same as output high impedance. 


Writing 

The R/W bit of the instruction on Control Word In must be 
low for a write (see Fig.9). This causes a write to all MS2002s 
in the selected column. This write is to the same address in 
the Control Store of each MS2002. The Time Slot part of the 
address is the same as the Time Slot used by the instruction 
on Control Word In and Control Data In. The Pin part of the 
address is selected by the Control Pin Address bits in the 
Control Word (see Figs. 6 and 9). 

The MS2002S in the selected column whose Row Address 
pins do not match the Row Address Bits in the Control Word 
have 1s written to the 9 bits at the address in the Control 
Store. This ensures that none of these MS2002s are in 
conflict with the remaining MS2002 on the Data Out pins. 
They also go high impedance during the control Time Slot 
on Cont rol Wor^Out and Control Data Out (except for the 
CPA2-0 and RAA/ bits which are the same for all MS2002s - 
see Fig.11). 

The MS2002 whose Row Address matches responds 


differently to the instruction. The Control Word Mode bit and 
the Control Data bits are written into the address in the 
Control Store. This allows a connection to be established 
onto the Data Out pins. This MS2002 also responds 
differently on the control outputs unless the 9 bits written to 
the Control Store are all Is. Fig. 11 shows how the MS2002 
acknowledges the instruction. 

Reading 

A read is performed automatically to acknowledge a write 
as mentioned in the previous section. It is also possible to 
read from the array independently of writing. The column 
selected by the Column Address Bit of the instruction will be 
read when the R/W bit is high. Reads are associated with an 
address in the Control Store. Either the bits at that address or 
the bits in the Speech Store selected by them will be read. 
This provides information about calls in progress or about 
the status of a connection. 
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The Row Address Bits in the instruction are ignored during 
reads. Each MS2002 which has one or more Os at the 
selected address in its Control Store will respond to a read 
instruction. To avoid possible confusion about which 
MS2002 in a row is being read the array should be initialised 
by writing to it. 

Two types of read are possible, depending on the input 
Control Word Mode bit. If this bit is 0 then a Type-0 Read 
occurs. Type-0 Reads are always from the Control Store. If 
the Control Word Mode bit is 1 then a Type-1 Read occurs. 
Type-1 Reads are from the Control Store or from the Speech 
Store depending on whether the Connection Mode bit at the 


Control Store address is 1 or 0 (free or busy). Fig.11 shows 
how the reads affect the control outputs. 

Type-0 Reads indicate whether or not the connection 
through the array to the Data Out pins is busy or free. If it is 
busy then it identifies the MS2002 and Speech Store Address 
in it which sources the connection. 

Type-1 Reads tap a connection to the Data Out pins if it is 
busy. They also indicate the MS2002 which sources the 
connection but cannot specify the origin within the MS2002. 
If there is no busy connection assocaited with the Control 
Store address the a Type-1 Read indicates the presence of Os 
at the Control Store address. 




SPA2 

SPA1 SPAO STSA4 STSA3 STSA2 STSA1 STSAO 

1 2 3 4 5 6 7 8 

Bit 

Name 

Description 

1-3 

SPA2-0 

Speech Pin Address 2 to 0 

In 

These bits replace the Speech Pin Address bits at the Control Store address during a write 
if the Row Addresses match (see Fig. 10). 

NB These bits are inverted with respect to those at the Control Store address, i.e. if these are 
all 0 then they refer to Speech Pin Address 7 (see Fig.6). 

Out 

These bits are high impedance unless a read or write occurs. During a read these bits can 
contain the Speech Pin Address bits at the Control Store address or bits 1 to 3 of the Speech 

Store location addressed by the bits at the Control Store address (see Fig.11). 

NB These bits are inverted with respect to the contents of the Control Store but not with 
respect to the contents of the Speech Store. 

4-8 

STSA4-0 

_I 

Speech Time Slot Address 4 to 0 | 

In 

These bits replace the Speech Time Slot Address bits at the Control Store address during a 
write if the Row Addresses match (see Fig.11). 

NB These bits are inverted with respect to those at the Control Store address, i.e. if these are 
all 0 then they refer to Speech Time Slot Address 31 (see Fig.6). 

Out 

These bits are high impedance unless a read or write occurs. During a read these bits can 
contain the Speech Time Slot Address bits at the Control Store address or bits 4 to 8 of the 
Speech Store location addressed by the bits at the Control Store address (see Fig.11). 

NB These bits are inverted with respect to the contents of the Control Store but not with 
respect to the contents of the Speech Store. 


Fig.10 Control data bits (both input and output) NB The Control Data Out bits are open-drain pulldown outputs. 
This means that output high is the same as output high impedance. 
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Control 

Word 

In 

CM Bit 
at 

Control 

Instruction 


Control 

Word 

Out 


Control 

Data 

R/W 

Bit 

CWM 

Bit 

Row 

Address 

Store 

Address 


CAB 

Bit 

CWM 

Bit 

RAB1-0 

Bits 

Out 

0 

X 

Matches 

X 

Write 

CWM bit + 
GDI bits 

CAP 

Pin *t 

Control Store 
Bit 9 (CM)t 

RAP1-0 
Pins *t 

Control Store 

Bits 1-8t 

0 

X 

Does Not 
Match 

X 

Write 
all 1s 

High 

Impedance 

High 

Impedance 

High 

Impedance 

High 

Impedance 

1 

0 

X 

X 

Read 

Type 0 

CAP 

Pin *t 

Control Store 
Bit 9 (CM) 

RAP1-0 
Pins * 

Control Store 

Bits 1-8 


1 

X 

1 

Read 

Type 1 

High 

Impedance 

Control Store 
Bit 9 (CM) = 1 

High 

Impedance 

Control Store 

Bits 1-8 

1 

1 

X 

0 


CAP 

Pint 

Control Store 
Bit 9 (CM) = 0 

RAP1-0 

Pins 

_I 

Speech Store 

Bits 1-8 


Fig.11 The control operations 


NB It is assumed that the Column Address matches, in which case CPA2-0 and R/W are the same as on the control Time Slot on Control Word In. 
The control outputs are high impedance during the control Time Slot if the Column Address does not match. 

* High Impedance if data at Control Store Address is all 1’s. 
t Should be identical to the data on the control inputs. 


ELECTRICAL CHARACTERISTICS 

Test Conditions - Voltages are with respect to ground (Vss) unless otherwise stated 


Characteristic 

Symbol 

Value 

Units 

Min. 

Typ.(i) 

Max. 

Positive supply voltage 

Vdd 

4.75 

5.0 

5.25 

V 

Ambient temperature 

T amb 

0 


70 

°C 

Input low voltage 

ViL 

0 

0.4 

0.8 

V 

Input high voltage 

ViH 

2.0 

2.4 

Vcc 

V 

Output pullup resistor 

Rop 

1000 



o 

Output load capacitor 

Cop 

50 



PF 

Bias decoupling capacitor 

Cbb 

900 

1000 

1100 

pF 


Digital Static Characteristics - Voltages are with respect to ground (Vss) unless otherwise stated 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

Supply current 

Idd 


40 

60 

mA 

Unloaded 

Input leakage current 

Ili 



50 

aA 

0<V<Vcc 

Output low voltage 

VOL 

0 


0.4 

V 

loL (Sink) = 2mA 

Output low voltage 

VoL 

0 


2.0 

V 

loL (Sink) = 8mA 

Output leakage current 

Ilo 



50 

pA 

0< V< Vcc 


Analog Characteristics - Voltages are with respect to ground (Vss) unless otherwise stated 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(l) 

Max. 

Pin capacitance 

Cp 


8 

10 

nF 

Unloaded 
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Digital Switching Characteristics - Clock (see Fig.12) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.{1) 

Max. 

Clock period 

tCP 

225 

244 

275 

ns 


Clock rise time 

tCR 


50 


ns 


Clock high period 

tCH 

82 



ns 


Clock fall time 

tCF 


50 


ns 


Clock low period 

tCL 

82 



ns 



tCP __ tcH_, . tcL 


2.0V— 

CLK 

y-V 

I 

- -J 








Z' 

0.8V ^ 

r 

\_7 

j 

- tcR -► 


_7 



r»—tcF 


Fig.12 Timing - clock 


Digital Switching Characteristics - Frame Synchronisation (see Figs.5 and 13) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

Frame Synchronisation 

tFFH 

90 

122 


ns 


falling hold time 







Frame synchronisation 

tFFS 

60 

122 


ns 


falling setup time 






' 

Frame synchronsiation 

tFRH 

90 

122 


ns 


rising hold time 

Frame synchronisation 

tFFS 

60 

122 


ns 


rising setup time 

_I 








Fig. 13 Timing - falling and rising edges of frame synchronisation 
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Digital Switching Characteristics - Data and Control Inputs and Outputs (see Flgs.5 and 14) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(1) 

Max. 

Input setup time 

tis 

60 

244 


ns 


Input hold time 

tiH 

90 

244 


ns 


Output hold time 

tOH 

5 



ns 


Output delay 

tOD 



150 

ns 



NOTE 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing, 



ABSOLUTE MAXIMUM RATINGS 

Exceeding these ratings may cause permanent damage. 
Functional operation under these conditions is not implied. 

Positive supply voltage, Vdd -O.SV to +7V 

Storage tempertaure, Tst -65°Cto +150°C 

Digital input voltage, Vid -O.SV to Vdd +0.3V 

Clamp current (Sink or Source), Ic 50mA 

Package power dissipation, Pp SOOmW 










MS2002 


48 



APLESSEY 

Semiconductors • 


2MBIT PCM SIGNALLING CIRCUIT 

MV1441 

HDB3 ENCODER/DECODER/CLOCK REGENERATOR 


The 2.048MBit PCM Signalling Circuits comprise a group 
of circuits which will perform the common signalling and 
error detection functions for a 2.048MBit PCM transmission 
link operating to the appropriate CCITT recommendations. 
The circuits are fabricated In CMOS and operate from a 
single 5 volt supply with relevant Inputs and outputs TTL 
compatible. 

The MV1441 is an encoder/decoder for the pseudo-ternary 
transmission code, HDB3 (CCITT Orange Book Vol.lll.2 
Annex to Rec. G703). The device encodes and decodes 
simultaneously and asynchronously. Error monitoring 
functions are provided to detect violations of HDB3 coding, 
all ones detection and loss of input (all zeros detection). In 
addition a loop back function is provided for terminal testing. 
A clock recovery circuit is provided using a 16.384MHz 
crystal (12.352MHz for 1.544MHz operation), which may be 
shared between several separate devices. 


FEATURES 

■ On-Chip Digital Clock Regenerator 

■ HDB3 Encoding and Decoding to CCITT rec. G703 

■ Asynchronous Operation 

H Simultaneous Encoding and Decoding 

M Clock Recovery Signal allows Off-Chip Clock 
Regeneration 

■ Loop Back Control 
M HDB3 Error Monitor 

M ‘All Ones’ Error Monitor 
H Loss of Input Alarm (All Zeros Detector) 

■ Decode Data in NRZ Form 

■ Low Power Operation 

■ 2.048MHz or 1.544MHz Operation 


ABSOLUTE MAXIMUM RATINGS 

The absolute maximum ratings are limiting values above 
which operating life may be shortened or specified 
parameters may be degraded. 

Electrical Ratings 

-i-Vcc -0.5V to -h7V 

Inputs Vcc -I-0.5V Gnd -0.3V 

Outputs VcQ Gnd -0.3V 


NRZ DATA IN [ 

1 

^ ,s 

] +Vcc 

CLOCK (ENCODER) [ 

2 

17 

] OUT 2 (02) 

LOSS OF INPUT [ 

3 

16 

] OUT 1 (Oi) 

NRZ DATA OUT [ 

4 

15 

] ^ IN 

CLOCK (DECOOER) [ 

5 

MV1441 14 

] LOOP TEST ENABLE 

RESET AIS[ 

6 

13 

] * IN 

AIS[ 

7 

12 

] CRYSTAL OUT/CLOCK R 

M0DE[ 

8 

11 

] ERROR 

GROUND [ 

9 

10 

] CRYSTAL IN 




DG18 


Fig. 1 Pin connections - top view 



Fig. 2 Block diagram 
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ELECTRICAL CHARACTERISTICS 
Test conditions (unless othenA^ise stated): 

Supply voltage Vcc = 5V ± 0.5V Ambient temperature Tamb = 0°C to +70° C 


Static characteristics 


Characteristic 

Symbol 

Pins 

Value 

Units 

Conditions 

Min 

Typ 

Max 

Low level input voltage 

VlL 

All Inputs 

-0.3 


0.8 

V 


Low level input current 

. IlL ■ 




50 


> 

0 

11 

> 

High level input voltage 

ViH 


2.0 


Vcc 

V 


High level input current 

IlH 




50 

M 

ViH = 5V 

Low level output voltage 

VOL 

All outputs 



0.4 

V 

Isink = 2.0mA 

High level output voltage 

VOH 


2.8 



V 

1 source = 2mA) both 




Vcc-0.75 



V 

1 source = 1mA) apply 

Supply current 

Icc 



2 

4 

mA 

All inputs to OV 








All outputs open circuit 


Dynamic Characteristics 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min 

Typ 

Max 

Max. Clock (Encoder) frequency 

f maxenc 

4.0 

10 


RQl 

Figs.10,15 

Max. Clock (Decoder) frequency 

f maxdec 

2.2 

5 



Figs.11,15 

Propagation Delay Clock (Encoder) to 

Oi, O 2 

tpdIA/B 



100 

jB 

Figs.8,10,15 See Note 1 

, 

Rise and Fall times Oi, O 2 




20 

ns 

Figs.10,15 

tpdiA-tpdiB difference 




20 

ns 

Figs.10,15 

Propagation Delay Clock (Encoder) to 
Clock Regenerate 

tpd3 



150 

ns 

Loop test enable = ‘T, Figs.10,15 

Setup time of NRZ data in to Clock 

ts3 

75 



ns 

Figs.7,10,15 

(Encoder) 

Hold time of NRZ data in 

th3 

55 



ns 

Figs.7,10,15 

Propagation delay Ain, Bin to Clock 

tpd2 



150 

ns 

Loop test enable = ‘0’ Figs. 13,15 

Regenerate 

Propagation delay Clock (Decoder) to 

tpd4 



200 

ns 

Figs.12,15 

error 







Propagation delay Reset AIS falling 
edge to AIS output 

tpdS 



200 

ns 

Loop test enable = ‘O’, Figs.14,15 

Propagation delay Clock (Decoder) to 
NRZ data out 

tpd6 



150 

ns 

Figs.7,11,15 See Note 2 

Setup time of Ain, "Bin to Clock 

tsi 

75 



ns 

Figs.7,11,15 

(Decoder) 

Hold time of Ain, B’iNto.Clock (Decoder) 

thi 

5 



ns 

Figs.7,11,15 

Hold time of Reset AIS = ‘0’ 

th2 

30 



ns 

Figs.7,14,15 

Setup time Clock (Decoder) to 

Reset AIS 

ts2 

100 



ns 

Figs.7,14,15 

Setup time Reset AIS =1 to Clock 
(Decoder) 

ts2 

0 ' 



ns 

Figs.14,15 

Propagation Delay Clock (Decoder) 
to LIP 




150 

ns 



NOTES 

1. The Encoded ternary outputs (Oi , O 2 ) are delayed by 3.5 clock periods from N RZ Data In (Fig.3). 

2. The decoded NRZ output is delayed by 3 clock periods from the HDB3 inputs (Ain , Bin) (Fig.4). 


High Density Bipolar 3 (HDB3) is a pseudo-ternary signal 
in which the number of consecutive zeros that may occur is 
restricted to a maximum number of three. In any sequence of 
four consecutive binary zeros, the ultimate zero is 
substituted by a ‘mark’ (+ or -) of the same polarity as the 
previous mark, i.e. it violates AMI code (Alternate Mark 
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Inversion) and is termed a ‘violation’. To ensure parity 
between marks of opposite polarity, the first zero is 
substituted by an additional mark when there would 
otherwise be an even number of marks between ‘violations’. 
Thus violations alternate in polarity. 
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FUNCTIONAL DESCRIPTION 


Functions Listed by pin number 


1. NRZ data in 

Input data for encoding into ternary form. The data is 
clocked by the negative-going edge of the Clock (Encoder). 

2. Clock (Encoder) 

Clock for encoding data on pin 1. 

3. LIP 

Loss of input circuit detects eleven consecutive zeros at 
the decoder input arid then gives an output high. Any logic ‘1’ 
at the input (Ain or Bin = ‘0’) resets this count. 

4. NRZ data out _ _ 

Decoded binary data from pseudo-ternary inputs Ain, Bin 

5. Clock (Decoder) _ _ 

Clock for decoding data on Ain and Bin, or Oi and 02in 
loop test mode. 

6,7. Reset AIS , AIS 

Logic ‘0’ on Reset AIS resets a decoded zero counter and 
either resets AIS output to ‘0’ p rovided 3 o r more zeros have 
been decoded in the preceding Reset AIS = 1 period, or sets 
AIS to ‘T if less tha n 3 zeros have been decoded In the 
preceding Reset AI S = 1 peri od to indicate loss of time slot 
Zero. Logic ‘T on Reset AIS enables the internal decoded 
zero counter. 

8. Mode 

Mode at logic ‘T selects internal crystal controlled clock 
regeneration and Mode at logic ‘0’ selects external clock 
regeneration using, for example, a tuned circuit. 

9. Ground 
Zero volts. 

10. Crystal In 

Input to amplifier forming crystal oscillator when crystal is 
connected between pins 10 and 12. This pin may also be 
used as a 16.384MHz clock input if one oscillator is to be 
shared over several HDB3 encoders/decoders. 


11. Error 

A logic ‘T indicates that a violation of the HDB3 encoding 
law has been detected i.e. 3 ‘1's of the same polarity. 

12. Clock R/Crystal Out 

If pin 8 i^atJO’ pin 12 is Clock Regenerate, giving OR 
function of Ain, Bin for clock regeneration when pin 14 = ‘O’, 
OR function of Oi, 02when pin 14 = ‘T. If pin 8 is at‘T then 
pin 12 becomes Crystal Out and forms oscillator with pin 10. 
13,15. Ain, Bin _ 

Inputs representing the received ternary PCM signal. Ain = 
‘0’ represents a positive going ‘T, Bin = ‘0’ represents a 
negative going ‘T. Ain and Bin are sampled byjhe positive 
going edge of the clock decoder. Ain and Bin may be 
interchanged. 

14. Loop test enable 

TTL input to select normal or loop back operation. Pin 14 
= ‘0’ selects normal operation, encode and decode are 
independent and asynchronous. When pin 14 = ‘T Oi, is 
connected internally to Ain and 02to Bin. Clock R becomes 
the OR function of Oi, O 2 . N.B. A decode clock has to be 
supplied, or regenerated. The delay from NRZ in (pin 1) to 
NRZ out (pin 4) is about clock periods in loop back. 
16,17.01,02 

Outputs representing the ternary encoded PCM HDB3 
signal for line transmission. Oi and 02are in Return to zero 
form and are clocked out on the positive going edge of the 
encode clock. The length of Oi and O 2 pulses is set by the 
positive clock pulse length. Use suitable line drivers from 
these two outputs such that 0 1 gives positive going pulse and 
O 2 gives negative going pulse. 

18. +Vcc 

Positive 5V +10% supply. 



|ain^lj 

LT 

TYPICAL 


[bin 

U 

CLOCK R ri 

-Tin. 


rLTLTLn 


CLOCK 

DECODER 


3 CLOCK I 
PERIODS I 

_njTj"LriiTJxnjTjn_rLr 


NRZ DATA OUT 




Fig.4 Decode waveforms 
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Fig.5 HDB3 error output waveforms 



Fig. 6 A IS error and Reset waveforms 



Fig.7 Decoder timing relationship 






MV1441 



Fig. 8 Encoder timing relationship 



Fig.9 Loss of input waveforms 



Fig.10 Fig.11 



Fig.12 


Fig.13 
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TO lOMO/IOpF 
SCOPE PROBE 


Fig. 14 


INPUT 

OUTPUT 


V|N (MIN)- 

1.SV-j 

V|L (MAX) / 

I - 

EDGE TIMES 

I 

I VOH (MIN) 

I Vol(MAX) 


f-2.4V 

L-SV 

Vo.5V 


*pd 

1' - 


Fig.15 Test timing definitions 


5V MODE 



Fig. 16 A typical application of the MV1441 with the interfacing to the transmission lines included 
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8.5MBIT PCM SIGNALLING CIRCUIT 

MV1448 


HDB3 ENCODER/DECODER 


NRZ DATA IN 
CLOCK (ENCODER) 
LOSS OF INPUT 
NRZ DATA OUT [ 
CLOCK (DECODER) [ 




[2 

[3 


RESET AIS [6 
AIS [ 7 
GROUND [ 8 


] +Vcc 
] OUT 2 (02) 

] OUT 1 (Oi) 

] B IN 

] LOOP TEST ENABLE 
] AIN 
2 CLOCK R 
] ERROR 


DG16 


Fig. 1 Pin connections - top view 


This 8.544MBit PCM Signalling Circuit will perform the 
signalling and error detection functions for a 8.544MBit PCM 
transmission link operating to the appropriate CCITT 
recommendations. The circuit is fabricated in CMOS and 
operates from a single 5V supply with TTL compatible inputs 
and outputs. 

The MV1448 is an encoder/deocderforthe pseudo-ternary 
transmission code, HDB3 (CCITT Orange Book Vol. III.2 
Annex to Rec. G703). The device encodes and decodes 
simultaneously and asynchronously. Error monitoring 
functions are provided to detect violations of HDB3 coding, 
all ones detection and loss of input (all zeros detection). In 
addition a loop back function is provided for terminal testing. 

FEATURES 

B HDB3 Encoding an(d Decoding to CCITT rec. G703 
B Asynchronous Operation 
B Sinnultaneous Encoding and Decoding 

H Clock Recovery Signal Allows Clock Regeneration 
from Incoming HDB3 Data 

fl Loop Back Control 

fl HDB3 Error Monitor 

B ‘All Ones’ Error Monitor 

fl Loss of Input Alarm (All Zeros Detector) 

B Decoded Data in NRZ Form 
fl Low Power Operation 
fl 2.048MHz or 8.544MHz Operation 


ABSOLUTE MAXIMUM RATINGS 

The absolute maximum ratings are limiting values above 
which operating life may be shortened or specified 
parameters may be degraded. 

Electrical Ratings 

+Vcc -0.5V to +7V 

Inputs VCC+0.5V to GND -0.3V 

Outputs Vcc to GND -0.3V 



Fig.2 Block diagram 
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ELECTRICAL CHARACTERISTICS 
Test conditions (unless othenvise stated): 

Supply voltage Vcc = 5V ± 0.5V Ambient temperature Tamb = 0°C to +70°C 


Static characteristics 


Characteristic 

Symbol 

Pins 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Low level input voltage 

VlL 

All 

-0.3 


0.8 

V 




inputs 






Low level input current 

llL 




50 

aA 

< 

I! 

o 

< 

High level input voltage 

ViH 


2.0 


Vcc 

V 


High level input current 

IlH 




50 

aA 

< 

I 

II 

cn 

< 

Low level output voltage 

VOL 

All 



0.4 

V 

Isink = 2.0mA 



outputs 






High level output voltage 

VOH 


2.8 



V 

Isource = 2mA ) both 




Vcc-0.75 



V 

Isource =1mA> apply 

Supply current 

Icc 



2 

4 

mA 

All Inputs to OV 

All outputs open circuit 


Dynamic characteristics 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Max. clock (encoder) frequency 

Fmaxenc 

10 



MHz 

Figs. 10, 15 

Max. clock (decoder) frequency 

Fmaxdec 

10 



MHz 

Figs. 11, 15 

Propagation delay clock 

tpd1A/B 


50 


ns 

Figs. 8, 10, 15 See Note 1 

encoder to Oi, O 2 







Rise and fall times Oi , O 2 




20 

ns 

Figs. 10, 15 

tpdIA - tpdIB difference 




20 

ns 

Figs. 10, 15 

Propagation delay clock to 

tpd3 


50 


ns 

Loop test enable = ‘1’, 

clock regenerate (clock R) 






Figs. 10, 15 

Setup time of NRZ data in 

ts3 


40 


ns 

Figs. 7, 10, 15 

to clock (encoder) 







Hold time of NRZ data in 

th3 


40 


ns 

Figs. 7, 10, 15 

Propagation delay Ain , Bin 

tpd2 






to clock regenerate 

low-high 



76 

ns 

Loop test enable = ‘O’, 


high-low 



50 


Figs. 13, 15 

Propagation delay clock 

tpd4 



50 

ns 

Figs. 12, 15 

(decoder) to error 







Propagation delay Reset AIS 

tpd5 


50 

44 

ns 

Loop test enable = ‘O’, 

falling edge to AIS output 






Figs. 14, 15 

Propagation delay clock 

tpd6 



50 

ns 

Figs. 7, 11, 15 See Note 2 

(decoder) to NRZ data out 







Setup time of Ain , Bin to 

ts1 

15 

40 


ns 

Figs. 7, 11, 15 

clock (decoder) 







Hold time of Ain , Bin to 

thi 

4 

5 


ns 

Figs. 7, 11, 15 

clock (decoder) 







Hold time of Reset AIS = ‘0’ 

th2 

9 



ns 

Figs. 7, 14, 15 

Setup time clock (decoder) 

ts2 


50 


ns 

Figs. 7, 14, 15 

to Reset AIS 







Setup time Reset AIS = ‘T 

ts2 

31 



ns 

Figs. 14, 15 

to clock (decoder) 







Propagation delay clock 



50 

87 

ns 


(decoder) to LIP 
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High Density Bipolar 3 {HDB3) is a pseudo-ternary signal 
in which the number of consecutive zeros that may occur is 
restricted to a maximum number of three. In any sequence of 
four consecutive binary zeros, the ultimate zero is 
substituted by a ‘mark' (+ or -) of the same polarity as the 
previous mark, i.e. it violates AMI code (Alternate Mark 
Inversion) and is termed a ‘violation’. To ensure parity 
between marks of opposite polarity, the first zero is 
substituted by an additional mark when there would 
otherwise be an even number of marks between ‘violations’. 
Thus violations alternate in polarity. 

FUNCTIONAL DESCRIPTION 

Functions listed by pin number 

1. NRZ data in 

Input data for encoding into ternary form. The data is 
clocked by the negative going edge of the Clock (Encoder). 

2. Clock (Encoder) 

Clock for encoding data on pin 1. 

3. LIP 

Loss if input circuit detects eleven consecutive zeros at the 
decoder input and then gives an output high. Any logic‘T at 
the input (Ain or Bin = ‘0’) resets this count. 

4. NRZ data out 

Decoded binary data from pseudo-ternary inputs Ain and 
Bin. 

5. Clock (Decoder) 

Clock for decoding data on Ain and Bin , or Oi and O 2 in 
loop test mode. 

6,7. Reset AIS, AIS 

Logic ‘O' on Reset AIS resets a decoded zero counter and 
either resets AIS output to ‘0’ provided 3 or more zeros have 
been decoded in the preceding Reset AIS = 1 period, or sets 
AIS to ‘T if less than 3 zeros have been decoded in the 


preceding Reset AI S = 1 per iod to indicate loss of time slot 
zero. Logic ‘T on Reset AIS enables the internal decoded 
zero counter. 

8. Ground 
Zero volts. 

9. Error 

A logic ‘T indicates that a violation of the HDB3 encoding 
law has been detected i.e. 3 ‘Ts of the same polarity. 

10. Clock R _ _ 

OR function of Ain, BiNfor clock regeneration when pin 12 
= ‘O’, OR funjction of Oi , O 2 when pin 12 = 1’. 

11,13. Ain, Bin __ 

Inputs representing the received ternary PCM signal. Ain = 
‘0’ represents a positive gojng ‘T, Bin = ‘0’ represents a 
negative going ‘T. Ain and Bin are sampled by_the positive 
going edge of the clock decoder. Ain and Bin may be 
interchanged. 

12. Loop test enable 

TTL input to select normal or loop back operation. Pin 14 
= ‘0’ selects normal operation, encode and decode are 
independent and asynchronous. When pin 14 = ‘1’ Oi , is 
connected internally to Ain and 02to Bin. Clock R becomes 
the OR function of Oi , Oz N.B. A decode clock has to be 
supplied, or regenerated. The delay from NRZ in (pin 1) to 
NRZ out (pin 4) is about 6y4 clock periods in loop back. 
14,15. Oi, O 2 

Outputs representing the ternary encoded PCM HDB3 
signal for line transmission. Oi and 02are in Return to zero 
from and are clocked out on \he positive going edge of the 
encode clock. The length of Oi and O 2 pulses is set by the 
positive clock pulse length. Use suitable line drivers from 
these two outputs such that 0 1 gives positive going pulse and 
O 2 gives negative going pulse. 

16. +Vcc 

Positive 5V ± 10% supply. 



Fig. 3 Decode waveforms 



Fig.4 Encode waveforms 
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Fig.5 HDB3 error output waveforms 



Fig.6 AIS error and Reset waveforms 



Fig.7 Decoder timing relationship 
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Fig.8 Encoder timing relationship 



Fig.9 Loss of input waveforms 



Fig.10 Fig.11 



Fig.12 


Fig.13 
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Fig.14 Fig. 15 Test timing definitions 
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MV3000A/B 

SUBSCRIBER LINE AUDIO CIRCUIT 


The MVBOOO is a Subscriber Line Audio 
Circuit (SLAC) for use in subscriber line cards in 
telephone exchanges or similar equipment. 

It performs A/D and D/A conversion, adjusts 
the gain and frequency response for both the 
transmit and receive paths and performs 2 to 4 
wire balancing by automatically cancelling the 
component of the receive signal in the transmit 
path. The device also allows the telephone line 
to be easily controlled and monitored. 

High performance is ensured through the 
use of DSP techniques implemented in CMOS 
technology. 

FEATURES 

n Adaptive Balancing. 

H Programmable Filters and Gain Control. 

H Selectable for p-Law, A-Law or Linear Codes. 

H Programmable Line Control Interface. 

■ Programmable Time & Clock Slot Assignments. 
B Power Down Mode, 
fl On-chip Reference Voltage, 
fl Meets CCITT and AT&T Specifications. 


CAP [ 
VIN [ 
AGND [ 
VOUT [ 
Sl[ 
CPI [ 
CP2 [ 
CP3 [ 
CP4 [ 
CPS [ 
TSCA [ 
DXA [ 
TEST [ 
DRA [ 


1 • 

2 

3 

4 

5 

6 

7 

8 

9 

10 
11 
12 

13 

14 




MV 

3000 


28 ] AVCC 
27 ] DVCC 
26 ] MCLK 
2S ] DCLK 
24 ] DI/0 
23 ]CSB 
22 ] DGND 
21 ] DRB 
20 ] FSR 
19 ] CLKR 
18 ] TSCB 
17 ] DXB 
16 ] FSX 
15 ] CLKX 


DG28 

Fig. 1 Pin Connection - top view 


AGND CAP MCLK AVCC 


TSCA (TSCB) 



Fig. 2 Functional block diagram 
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FUNCTIONAL DESCRIPTION 

The MVBOOO performs the coding, decoding, 
filtering, 2 to 4 balancing and line supervision 
functions which are required for the subscriber 
line interface in a digital PABX or Central Office. 
It can be easily interfaced with the SL376 
Subscriber Line Interface Circuit to provide a 
complete subscriber line circuit. 

The received digital PCM signal is filtered, 
converted to analog and output. The analog 
input is filtered, digitised and processed to cancel 
any of the analog output signal. 

The device and the line are controlled and 
monitored using the serial device control 
interface. 


Receive Path 

PCM encoded signals are received on either 
the DRA pin or the DRB pin, depending on 
programming. Bit and frame synchronisation are 
established by the CLKR clock and FSR pulse as 
shown in Fig. 3. The negative edge of the CLKR 
clock which is used to strobe bit 1 of the PCM 
signal is determined by the programmed receive 
segment and slot address. The PCM signal can be 
p-Law or A-Law encoded or it can be linear (16 
bits). The rate of the serial stream which Is 
sampled on DRA or DRB can vary from 64 kbIt/s up 
to 4096 kbit/s, giving up to 64 8-bit or 32 16-bit 
timeslots. 

The PCM signal is received at an 8 kHz sample 
rate. This is interpolated to give a signal with a 16 
kHz sample rate for input to the receive filter. 
There are 4 taps on the FIR (finite impulse 
response) receive filter for compensation of 


distortions produced by analog components at 
the analog interface. The gain control allows a 
usable attenuation of up to 18 dB to be selected. 

The modified receive signal is fed to both the 
balance filter, to allow for 2 to 4 wire balancing, 
and to the analog interface, where it is converted 
to an analog signal. A low-pass real-time filter is 
used to remove out-of-band noise and signal 
components. 

Transmit Path 

The analog transmit signal is presented to the 
M\/3000 at VIN. At the analog interface the 
signal goes through a low-pass anti-aliasing filter 
which rejects high frequency noise. The analog 
interface digitises the filtered receive signal and 
outputs the digital equivalent. 

The digital signal from the analog interface is 
passed to the adder which subtracts away the 
receive signal after it has been modified by the 
balance (B) filter. The B-filter is a 10 tap FIR (finite 
impulse response) filter operating at a sample 
rate of 16 kHz. The coefficients for this filter are 
programmed into it and can be automatically 
updated from the residual signal output by the 
adder. 

The transmit filter is a 4 tap FIR filter 
operating at a sample rate of 16 kHz. It allows for 
compensations of distortions introduced by 
analog components at the analog interface. The 
transmit gain control allows a usable gain of up 
to 15 dB to be selected. 

The sample rate is reduced to 8 kHz at the 
transmit interface and the signal is encoded to p- 
Law or A-Law (8 bits) or remains linear (16 bits) 


/ First Sample Strobe for Segment 0. Slot 0 

FSR rri / 

Limit is Segment 1, Slot 255 (511th. Bit) 

CLKR JldTJ^JlTL 

jir^f^ruinrum 

DRA(B) M Ml Ml 

1 

8/16 


Fig. 3 Receive timing diagram 
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according to programming. The PCM signal is 
clocked out on the DXA or DXB pin by the CLKX 
clock. Frame synchronisation is established by the 
pulse on F5X (see Fig. 4). The delay between the 
pulse on FSX and the first bit of data clocked out 
is determined by the programmed transmit 
segment address and slot address. The serial 
output stream can vary from 64 kbit/s up to 4096 
kbit/s giving from 1 8-bit time slot up to 64 8-bit 
or 32 16-bit time slots. The TSCA or TSCB pin will 
be pulled low when data is output. The DXA and 
DXB pins go into the high impedance state when 
they are not active. 


Encoding and Decoding 

The analog input signal should be in the 
range +/- 3 Volts with respect to analog ground. 
An input signal in this range is encoded according 
to the A-law, u-Law or linear algorithms. The 
corresponding PCM code is decoded to give an 
analog output signal in the range +/- 1.5 Volts 
with respect to Vqo (nominally 2.5 Volts). This 
means that the analog output is one half of the 
amplitude of the analog input and has a net DC 
offset from ground. There are different 
reference milliwatt signals (0 dBmO levels) for 


input and output due to the difference in 
amplitude. 


A-Law and p-Law codes (8 Bit) 

These are non-linear codes in which the signal 
is described in terms of a sign bit plus segment 
and chord bits which denote the magnitude. 
There are 7 segments for A-Law and 8 for p-Law. 
The size of the segments increase in 
approximately exponential steps. 

Each segment is divided up linearly into 
chords (except the zero level in p-Law). This 
means that the resolution is finer at smaller input 
voltages than at larger, and so gives a better 
match to the human ear. Fig. 5 shows how the A- 
Law code operates and Fig. 6 shows the p-Law 
code. 

In both codes positive values are represented 
by a sign bit of 1. The A-Law data is alternate 
digit inverted (ADI) and the p-Law magnitude 
data is in effect inverted. These techniques are 
used to ensure that ones are transmitted for good 
clock recovery on digital trunk lines when the 
channel is quiet. 


_ V First Output Bit Cell for Segment 0. Slot 0 

psx _JTL^____ 

Limit is Segment 1, Slot 255 (511th. Bit) 

CLKX 

jinruiTL 

1 1 

jTJi!ftrinnjirLrL 

1 1 

TSCA(B) I 1 

1 i 

M 


1 1 

-m- 

1 1 

-- m - 

LIAM \o) 

1 

8/16 


Fig. 4 Transmit timing diagram 
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Input Voltage 

Segment 

Chord Steps 

Data Character 

Output Voltage 
- Voo 

[x (4096/1.5)] 

[x (4096/3)] 

Number x Size 

Without ADI 

With ADI 

(+/-)0to2 

( + /-)2to4 

1 

32x2 

(1/0) 000 0000 

(1/0) 000 0001 

(1/0) 101 0101 

(1/0) 101 0100 

(+/-)1 

(+/-)3 

( + /-) 62 to 64 



(1/0) 001 1111 

(1/0) 100 1010 

(+/-)63 

( + /-) 64 to 68 

(+/-) 68 to 72 

2 

16x4 

(1/0) 010 0000 

(1/0) 010 0001 

(1/0) 111 0101 

(1/0) 111 0100 

( + /-)66 

( + /-) 70 

(+/-) 124 to 128 



(1/0) 010 1111 

(1/0) 111 1010 

(+/-) 126 

( + /-) 128 to 136 

( + /-)136 to 144 

3 

16x8 

(1/0) 011 0000 

(1/0) 011 0001 

(1/0) 110 0101 

(1/0) 110 0100 

( + /-)132 

( + /-) 140 

( + /-)248to256 



(1/0) oil 1111 

(1/0) 110 1010 

(+/-)252 

(+/-)256to 272 

(+/-) 272 to 288 

4 

16x16 

, 

(1/0) 100 0000 

(1/0) 100 0001 

(1/0) 001 0101 

(1/0) 001 0100 

( + /-)264 

(+/-) 280 

( + /-) 496 to 512 



(1/0) 100 1111 

(1/0) 001 1010 

( + /-) 504 

(+/-)512to544 

( + /-) 544 to 576 

5 

16x32 

(1/0) 101 0000 

(1/0) 101 0001 

(1/0) 000 0101 

(1/0) 000 0100 

(+ /-) 528 

( + /-) 560 

( + /-)992to1024 



(1/0) 101 1111 

(1/0) 000 1010 

(+/-) 1008 

(+/-) 1024 to 1088 

( + A) 1088to1152 

6 

16x64 

(1/0) 110 0000 

(1/0) 110 0001 

(1/0) oil 0101 

(1/0) oil 0100 

(+/-) 1056 

(+/-) 1120 

( + /-) 1984 to 2048 



(1/0) 110 1111 

(1/0)011 1010 

(+/-) 2016 

{ + /-) 2048 to 2176 

(+/-)2176 to 2304 

7 


(1/0) 111 0000 

(1/0) 111 0001 

(1/0) 010 0101 

(1/0) 010 0100 

(+/-)2112 

(+/-) 2240 

( + /-) 3968 to 4096 



(1/0) 111 1111 

(1/0) 010 1010 

(+/-) 4032 


Fig. 5 A-Law 


64 












MV3000A/B 


Input Voltage 
[x (8192/3)1 

Segment 

Chord Steps 
Number X Size 

Data Character 

Output Voltage 
- Voo 

[x (8192/1.5)] 

( + /-)0to 1 

1 

1x1 

(1/0) 111 1111 

(+/-)0 

( + /-) 1 to 3 


15x2 

(1/0) 111 1110 

(+/-)2 

( + /-)3to5 



(1/0) 111 1101 

(+/-)4 

(+/-) 29 to 31 



(1/0) 111 0000 

(+/-) 30 

(+/-)31 to35 

2 

16x4 

(1/0) 110 1111 

(+/-)33 

(+/-)91 to 95 



(1/0) 1 10 0000 

(+/-) 93 

(+/-)95to 103 

3 

16x8 

(1/0) 101 1111 

(+/-) 99 

( + /-)215to223 



(1/0) 101 0000 

(+/-)219 

(+/-)223to239 

4 

16x16 

(1/0) 100 1111 

(+/-) 231 

( + /-)463to479 



(1/0) 100 0000 

( + /-) 471 

(+/-)479to511 

5 

16x32 

( 1 / 0 ) oil 1111 

( + /-)495 

(+/-)959to991 



( 1 / 0 ) oil 0000 

( + /-) 975 

(+/-)991to1055 

6 

16x64 

(1/0) 010 1111 

( + /-) 1023 

( + /-) 1951 to 2015 



(1/0) 010 0000 

( + /-) 1983 

( + /-) 2015to2143 

7 

16x128 

(1/0) 001 1111 

(+/-) 2076 

(+/-) 3935 to 4063 



(1/0) 001 0000 

(+/-) 3999 

( + /-)4063to4319 

8 

16x256 

(1/0) 000 1111 

( + /-)4191 

(+/-) 7903 to 8159 



(1/0) 000 0000 

(+/-) 8031 


Fig. 6 pt-Law 
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is 2.191 Vp/p) unless the local reference level, 0 
dBmO, also corresponds to 0 in units of 
dBm(600Q). 

The specifications for A-Law and p-Law codes 
(CCITT Specification G.711) define that the 
uppermost coding decision levels for A-Law 
(4096) and p-Law (8159) correspond to 3.14 dBmO 
and 3.17 dBmO respectively. This means that the 0 
dBmO level is about 5.6 dBm(60011) at the analog 
input and about -0.4 dBm(600Q) at the analog 
output. 

The digital milliwatt signal provides an 
example of this in practice. The digital milliwatt is 
a defined sequence of 8 codes which, if there was 
no loss on the receive path, would produce a 0 
dBmO signal on the analog output. The codes for 
the digital milliwatt for the three cases are given 
in Fig. 8. The actual voltages involved can be 
determined from Figs. 5, 6 and 7. 


Input Voltage 
[x (32,768/3)] 

Data Character 

Output Voltage 
- Voo 

[x (32,768/1.5)] 

-32,768 to-32,255.5 

1 

000 

0000 

1111 

1111 

-32,256 

-32,255.5 to-32,254 5 

1 

000 

0010 

0000 

0001 

-32,255 

-1.5to-0.5 

1 

111 

nil 

nil 

1111 

-1 

-0.5 to 0.5 

0 

000 

0000 

0000 

0000 

0 

0.5to 1.5 

0 

000 

0000 

0000 

0001 

1 

32,254.5 to 32,255.5 

0 

111 

1101 

nil 

1111 

32,255 

32,255.5 to 32,768 

0 

111 

1111 

0000 

0000 

32,256 


Linear code (16 bit) 

The device may be programmed for linear 
operation to simplify the design of telephone 
conference circuits or if additional signal 
processing is desired. A 2s complement scheme Is 
used with positive values represented by the sign 
bit equal to 0 (the opposite of the non-linear 
codes). The resolution is slightly less than the 
theoretical limit for 16 bits (see Fig. 7). 


Signal levels and the digital milliwatt 

Signal levels for A-law and p-Law codes are 
defined with respect to a milliwatt reference level 
in units of dBmO. This means that a signal of 0 
dBmO is a reference milliwatt signal i.e. it Is at the 
local reference level. It does not mean that the 
signal will dissipate ImW into a 600Q resistor (i.e. 


Fig. 7 Linear code 


Phase 

A-Law 

-^^— 

p-Law 

Linear 

-7/8 X 180° 

0 

011 

0100 

0 

001 

1110 

1 

101 

1101 

1000 

0011 

-5/8x180° 

0 

010 

0001 

0 

000 

1011 

1 

010 

1110 


0011 

-3/8 X 180° 

0 

010 

0001 

0 

000 

toil 

1 

010 

1110 

1000 


-1/8x180° 

0 

oil 

0100 

0 

001 

1110 

1 

101 

1101 

1000 

0011 

1/8 X 180° 

1 

oil 

0100 

1 

001 

1110 

0 

010 

0010 

0111 

1100 

3/8 X 180° 

1 

010 

0001 

1 


1011 

0 

101 

0001 

0111 

1100 

5/8x180° 

1 

010 

0001 

1 

■■ 

1011 

0 

101 

0001 

0111 

1100 

7/8x180° 

1 

oil 

0100 

1 

001 

1110 

0 

010 

0010 

0111 

1100 


Fig. 8 Digital milliwatts 
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Control and Monitoring 

The MVSOOO is controlled and monitored 
through the device control interface. This allows 
the use of the line control and status interface, 
the control of the PCM code and modes of 
operation, the programming of the transmit and 
receive clock and time slots, gain and filters, the 
control of the B-filter, and the activation and 
deactivation of the diagnostic functions. 


Initialisation 

When power is first applied, the MVBOOO is 
reset and it goes into its power-down mode of 
operation. This has several consequences: the 
transmit PCM outputs (DXA and DXB) go into 
their high-impedance state and the analog 
output (VOUT) goes to analog ground (Vagnd); 
the transmit and receive slot addresses are set to 
zero; the control port pins (CPI to CPS) are 
configured as inputs; A-Law is selected; the 
transmit and receive filters are disabled and the 
transmit and receive gains are set to 0 dB; and 
the adaption of the B-filter is enabled only if the 
SI pin is high. 

After 500 ps control instructions may be sent 
to the device. These would normally be used to 
configure it and to take it out of power-down 
mode. 


Stand-alone operation 

If the default conditions established by 
initialisation are acceptable then stand-alone 
operation can be used. Stand-alone operation is 
selected by holding the CSB pin low. The power- 


up and power-down instructions can then be 
generated by holding the DI/0 pin high or low, 
respectively. A clock must still be applied to the 
DCLK pin, but the 2048 kHz. clock supplied to the 
MCLK pin can be used. This means that the only 
difference between the power-up and power¬ 
down instructions for stand-alone operation or 
for normal operation is that in stand-alone 
operation the CSB pin is tied low. 


Normal operation 

For normal operation control information is 
sent to the MVBOOO on the DI/0 pin which is 
strobed under the control of the DCLK clock and 
CSB pulse. Data which is requested by the device 
is output on the Dl/O pin. Fig. 9 shows the 
nominal timing of the signals. 

The normal sequence is for a code byte to be 
sent to the device. This may be followed by a 
number of data bytes which may either be sent to 
the device or sent by it depending on the specific 
code byte. If the control instruction causes the 
device.to accept further data bytes on Dl/O, then 
programming will be aborted and the device will 
enter power-down mode if a power-down 
instruction is sent instead of an input data byte 
(N.B. There is no all zeroes data byte so confusion 
is avoided.). 

Fig. 10 shows the various control instructions 
used and Fig. 11 shows the control byte map. The 
operation of each specific instruction is indicated 
in Figs. 12 to 21. 


1 

CSB 1 U- > 7 - 

=3 

□CLK jinjriijiniijT^^ 

1 1 1 1 1 1 1 1 1 

Dl/O 1 1 1 1 1 1 1 1 1 . 

juinnnjinjirum 

>11111111 

1—1—1—1———1— \ —1 

(Output) 1-1-1- 1 -1- i— i-1-1 

7 1 ( 1 1 1 1 1 Q 1 

1-^-1-^-1-^-1-1-1 

7 1 1 1 1 1 1 1 0 > 

__ 

1 M M M M M M 1 1 M 1 1 

7 0 

7 0 


Fig. 9 Control timing diagram - normal operation 
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Instruction 

Mnemonic 

Op Code 

Data Bytes 

Power 

Up 

PU 

FF 



Down 

PD 

00 


Slot Address 

Transmit 

Read 

STR 

75 

1 - Out 



Write 

High 

STWH 

20to3F 





Low 

STWL 

60 to 67 



Receive 

Read 

SRR 

7D 

1 - Out 



Write 

High 

SRWH 

40to5F 





Low 

SRWL 

68to6F 


Gain 

Transmit 

Read 

GTR 

71 

2-Out 



Write 

GTW 

72 

2-In 


Receive 

Read 

GRR 

79 

2-Out 



Write 

GRW 

7A 

2-In 

Filter 

Enable 

FE 

80 to 87 



Transmit 

Read 

FTR 

A7 

8-Out 



Write 

FTW 

A4 

8 - In 


Receive 

Read 

FRR 

AB 

8-Out 



Write 

FRW 

A8 

8 - In 


Balance 

Control 

FBC 

BCtoBF 




Read 

FBR 

A3 

20-Out 



Write 

FBW 

AO 

20-In 

Control Interface 

Configuration 

Read 

CCR 

Cl 

1 - Out 



Write 

CCW 

D1 

1 - In 


Port 

Read 

CPR 

C8 

1 - Out 



Write 

CPW 

D8 

1 -In 

PCM 

Code 

PC 

BBtoBB 



Association 

Read 

PAR 

77 

1 - Out 



Write 

PAW 

90to9F 


Diagnostic 

Reset 

DR 

BO 



Transmit 

High Pass Filter Disable 

DTH 

B3 



Receive 

Attenuate 

DRA 

B1 




Disable Path 

DRD 

B2 



Loop 

Analog 

DLA 

B7 




Digital 

DLD 

B4 



Fig. 10 Control instructions 


68 









MV3000A/B 


Mnemonic 

Opcode 

Data Bytes 

Description 

PU 

FF 


Power - Up. 

This instruction takes the device out of power-down. It would 
normally be preceeded by instructions to configure the device. It has 
no effect if the device is not in power-down mode. 

PD 

00 


Power - Down. 

This instruction puts the device into power-down mode. The 
transmit PCM outputs (DXA and DXB) go into their high impedance 
state and the analog output (VOUT) goes to V^gno- The device is still 
programmable in this mode. 


Fig. 12 Power instructions 




Data Bytes 

Description 

STR 

75 

1 Output 

Slot Address - Transmit - Read. 

This instruction causes the device to output a data byte which 
contains the transmit slot address. The data byte contains the 5 high 
address bits followed by the 3 low address bits. If the hex data byte is 
B1 then the high address is 22 and the low address Is 1, i.e. the start of 
the transmit PCM output is offset by 1 77 (= 22x8 + 1 ) clock cycles. 




Slot Address - Transmit - Write - High. 

This instruction defines the transmit slot high address. The hex 
code 2A sets the high address to 10. 

STWL 

60 to 67 

“ 

Slot Address - Transmit - Write - Low. 

This instruction defines the transmit slot low address. The hex 
code 63 sets the low address to 3. 

SRR 

7D 

1 Output 

Slot Address - Receive - Read. 

This Instruction causes the device to output a data byte which 
contains the receive slot address. The data byte conta.ins the 5 high 
address bits followed by the 3 low address bits. If the hex data byte is 
B1 then the high address is 22 and the low address is 1, i.e. the start of 
the transmit PCM Input is offset by 177 ( = 22x8 + 1) clock cycles. 

SRWH 

40 to 5F 


Slot Address - Receive - Write - High. 

This instruction defines the receive slot high address. The hex 
code 4A sets the high address to 10. 

SRWL 

68 to 6F 

■ 

Slot Address - Receive - Write - Low. 

This instruction defines the receive slot low address. The hex 
code 6B sets the low address to 3. 


Fig. 13 Slot address instructions 


Data Bytes 

Description 

Byte D7D6D5D4D3D2D1D0 

1 1 Gi Gq G-i G.2 G.3 G.4 G-5 

2 1 G.6 G .7 G-8 G .9 G.io - 

These bytes contain a 2s complement number 
in the range +/- 2 which is used to construct the 
gain coefficients as follows:- 
G= -Gix2i +Gox20 + ... + G.iox2-io. 

The receive gain is:- Gr = G i.e. -2 to 2. 

The transmit gain is:- Gx = 2x(G + 1) I.e. -2 to 6. 


Fig. 14 Gain coefficients 
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Mnemonic 

Op Code 

Data Bytes 

Description 

GTR 

71 

2 Output 

Gain - Transmit - Read. 

This instruction causes the device to output 2 data bytes which 
contain the transmit gain information (see Fig. 14). 

GTW 

72 

2 Input 

Gain - Transmit - Write. 

This instruction sets the transmit gain to the value defined by the 

2 data bytes (see Fig. 14). 

GRR 

79 

2 Output 

Gain - Receive - Read. 

This instruction causes the device to output 2 data bytes which 
contain the receive gain information (see Fig. 14). 

GRW 

7A 

2 Input 

Gain - Receive - Write. 

This instruction sets the receive gain to the value defined by the 2 
data bytes (see Fig. 14). 


Fig. 15 Gain instructions 


Data Bytes 

Description 

Byte D7D6D5D4D3^D1D0 

These bytes contain four 2s complement 

1 1 A3i A3o A3., A3,2 A3,3 A3.4 A3.5 

numbers in the range +/- 2 which are used to 

2 1 A3.5 A3.7 A3.3 A^.gA^.-io - 

construct the filter coefficients as follows:- 

3 1 A^q A ^.1 A ^.2 A2.3 A ^.4 A ^.5 

Am = -Amix 2 l + An^ox20 + ... + Am.iox2-10 

4 1 A2.5 A2.7 A2.8 A 2 . 9 A 2 .iQ - 

for m = 0, 1 ,2, 3. 

5 1 All AIq A 1.1 AI .2 AI .3 AI .4 AI .5 

The transfer function for the filter is:- 

6 1 A^.5 A^.7 A^.q A^. 9A1 .io 

H(Z) = A0 + AixZ-i +A2xZ-2+A3xZ-3. 

7 1 AO 1 AOq A 0.1 AO .2 AO .3 AO .4 AO .5 

where the Z-transformation is at 16 kHz i.e. 

8 1 AO. 6 AO. 7 AO. 8 AO. 9 AO .10 - 

Z = exp(j2iifT) whereT= 1/(16kHz). 


Fig. 16 Transmit and receive filter coefficients 


Data Bytes 

Description 

Byte 

DZ 

D 6 

D5 

M 

D3 


D 1 

DO 

These bytes contain ten 2s complement 

1 

1 

88 , 

B 80 

88 ., 

88.2 

88 ., 

B 8.4 

BO-5 

numbers in the range +/- 2 which are used to 

2 

1 

B 8.6 

88.7 

B 8.8 

B 8.9 

B 8 .,o 

- 

- 

construct the filter coefficients as follows:- 

3 

1 

86 , 

B 60 

B 6-1 

86.2 

B 6.3 

B 6.4 

BO .5 

Bm = -Bmix 2 i + Bn^ox 20 + B^. 1 x 2-1 + . + Bn^.iox 2 -iO 

4 

1 

B 6.6 

86.7 

BO .8 

B 6.9 

B 6 .,o 

- 

- 

for m = 0, 1, 2 ,9. 

5 

1 

B4, 

B^o 

BA, 

B4.2 

B4.3 

BA 4 

BAs 


6 

1 

B ^-6 

BA 7 

B ^-8 

B^.q 

BA,o 

- 

- 

The transfer function for the filter is:- 

7 

1 

82, 

B 2 o 

B2.1 

82.2 

82.3 

82.4 

82.5 

H(Z) = 80 + B’xZ-l + B2xZ-2 + B3xZ-3 + ... + B9xZ-9. 

8 

1 

B 2.6 

B2.7 

B 2.8 

B2.9 

BA,o 

- 


where the Z-transformation is at 16 kHz i.e. 

9 

1 

80 , 

BOq 

80., 

80.2 

BO .3 

80.4 

BO .5 

Z = exp(j2nfT) where T= 1/(16 kHz). 

10 

1 

BO .6 

BO .7 

BO .8 

BO .9 

BO .,0 

- 

- 


11 

1 

89, 

B9o 

B9., 

89.2 

89.3 

89.4 

B9.5 

Only the 5 odd coefficients (B93B7,B5,B3^Bi) 

12 

1 

B9.6 

B9-7 

B9.8 

89.9 

B9.,o 

- 


adapt. Otherwise the filter would attempt to 

13 

1 

B7, 

B7o 

B7.1 

B7.2 

87.3 

B7.4 

B7.5 

adapt to frequencies in the range 4kHz to 8kHz. 

14 

1 

B7-6 

87.7 

87.8 

87.9 

B7.,o 

- 

- 


15 

1 

85, 

B5o 

85., 

85.2 

85.3 

B5.4 

B5.5 


16 

1 

B5.6 

B5.7 

B5.8 

85.9 

B5-,o 

- 

- 


17 

1 

B3, 

B3o 

B3.1 

83.2 

83.3 

83.4 

B3.5 


18 

1 

B3-6 

B3.7 

B3.8 

83.9 

B3.,o 

- 



19 

1 

Bl, 

BIq 

BA, 

BA 2 

BA 3 

BA 4 

BAs 


20 

1 

B ’-6 

B’.7 

BA 8 

BA 9 

BA,o 

- 

- 



Fig. 17 Balance filter coefficients 


71 











MV3000A/B 


Mnemonic 

Opcode 

Data Bytes 

Description 

FE 

80/87 


Filter-Enable. 

This instruction allows the balance (B) filter, transmit (X) filter 
and the receive (R) filter to be enabled or disabled. The instruction 
has the format:- 

D7 D6 D5 D4 D3 D2 D1 DO 

1 0 0 0 0 Bp Xp Rf 

If Bp is 1 then the B-filter is enabled. If it is 0 then the B-filter is 
disabled (i.e. Balance subtracts zero). 

If Xp is 1 then the X-filter is enabled. If it is 0 then the X-filter is 
disabled (i.e. the transfer function is set to 1). 

If Rp is 1 then the R-filter is enabled. If it is 0 then the R-filter is 
disabled (i.e. the transfer function is set to 1). 

N.B. Disabling a filter does not change its coefficients. 

FTR 

A7 

8 Output 

Filter - Transmit - Read. 

This instruction causes the device to output 8 data bytes which 
represent the 4 numbers corresponding to the 4 transmit filter 
coefficients (see Fig. 16). 

FTW 

A4 

8 Input 

Filter - Transmit - Write. 

This instruction sets the 4 transmit filter coefficients to the 4 
numbers represented by the 8 data bytes (see Fig. 16). 

FRR 

AB 

8 Output 

Filter - Receive - Read. 

This instruction causes the device to output 8 data bytes which 
represent the 4 numbers corresponding to the 4 receive filter 
coefficients (see Fig. 16). 

FRW 

A8 

1 8 Input 

Filter - Receive - Write. 

This instruction sets the 4 receive filter coefficients to the 4 
numbers represented by the 8 data bytes (see Fig. 16). 

FBC 

BCtoBF 


Filter - Balance - Control. 

This instruction allows the automatic adaption of the B-filter to 
be enabled or disabled. There is a 2-bit field in the instruction which 
allows adaption to be enabled with or without polling the SI pin. The 
instruction has the format:- 

D7 D6 D5 D4 D3 D2 D1 DO 

10 1 1 1 1 Bd Ba 

If Bd is 1 then adaption of the B-filter is disabled. 

If Bd is 0 then the adaption is enabled if either Ba is 1 or if the SI 
pin is high. 

FBR 

A3 

20 Output 

Filter - Balance - Read. 

This instruction causes the device to output 20 data bytes which 
represent the 10 numbers corresponding to the 10 balance filter 
coefficients(seeFig. 17). 

FBW 

AO 

20 Input 

Filter - Balance - Write. 

This instruction sets the 10 balance filter coefficients to the 10 
numbers represented by the 20 data bytes (see Fig. 17). 


Fig. 18 Filter instructions 
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Mnemonic 

Op Code 

Data Bytes 

Description 

CCR 

C1 

1 Output 

Control Interface - Configuration - Read. 

The data byte which is output by the device during this 
instruction indicates which of the control pins are inputs and which 
are outputs. The data byte has the format:- 

D7 D6 D5 D4 D3 D2 D1 DO 

CC1 CC2 CCS CC4 CCS X X X 

If CCn is 0 then the CPn pin is an output. If CCn is 1 then the CPn 
pin is an input (n = 1, 2, 3, 4, 5). 

CCW 

D1 

1 Input 

Control Interface - Configuration ■ Write. 

This instruction configures the control pins to be inputs or 
outputs according to the input data byte. The data byte has the 
format:- 

D7 D6 D5 D4 D3 D2 D1 DO 

CCl CC2 CCS CC4 CCS R2 R1 RO 

If CCn is 0 then the CPn pin is an output. If CCn is 1 then the CPn 
pin is an input (n = 1,2, 3, 4, S). 

The R2 / 0 bits are reserved and should be held at 1. 

N.B. When power is first applied these pins are configured as 
inputs. 

CPR 

C8 

1 Output 

Control Interface - Port - Read. 

The data byte which is output by the device during the 
instruction Indicates the status of the control pin and the SI pin. The 
data byte has the format:- 

D7 D6 DS D4 D3 D2 D1 DO 

CPI CP2 CPS CP4 CPS X X SI 

If the CPn pin is configured as an input then the CPn bit Is 1 or 0 
depending on whenther the input is high or low. If the CPn pin is 
configured as an output then the CPn bit is 1 or 0 depending on 
whether the output is high or low (n = 1, 2, 3, 4, S). 

The SI bit is 1 or 0 depending on whether the SI pin is high or low. 

CPW 

D8 

1 Input 

Control Interface - Port - Write. 

This instruction controls the output levels of those control pins 
configured as outputs according to the input data byte. The data 
byte has the format:- 

D7 D6 DS D4 D3 D2 D1 DO 

CPI CP2 CPS CP4 CPS R2 R1 RO 

If the CPn pin Is configured as an output then It will go high or 
low depending on whether the CPn bit is 1 or 0. If the CPn pin is 
configured as an input then the corresponding CPn bit should be held 
at0(n=1.2,3,4.5). 

The R2 / 0 bits are reserved and should be held at 1. 


Fig. 19 Control interface instructions 
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Mnemonic 

Op Code 

Data Bytes 

Description 

PC 

BStoBB 


PCM - Code. 

This instruction defines the PCM code used by the device. The 
instruction has the format:- 

D7 D6 D5 D4 D3 D2 D1 DO 

1 0 1 1 1 0 Cl CO 

Cl CO Code 

0 0 Linear (16 bits) 

0 1 u-law (8 bits) 

1 0 A-law(8bits) 

1 1 Reserved - do not use. 

PAR 

77 

1 Output 

• 

PCM - Association - Read. 

The data byte which is output by the device during the 
instruction indicates whether the PCM is associated with the A or B 
pins and with the first or second segment of 256 bits. Separate 
associations are used for both transmitted and received PCM. The 
data byte has the format 

D7 D6 D5 D4 D3 D2 D1 DO 

X X X X Rb Xb Rsa Xsa 

If the Rb bit is 1 then the DRB pin is used for the receive PCM 
input. If it is 0 then DRA is used. 

If the Xb bit is 1 then the DXB pin is used for the transmit PCM 
output. If it is 0 then DXA is used. 

If the Rsa bit is 0 then the receive segment address is 0 and the 
receive PCM is associated with the first segment of 256 bits. If it is 1 
then the receive PCM is associated with the second segment of 256 
bits. 

If the Xsa bit is 0 then the transmit segment address is 0 and the 
transmit PCM is associated with the first segment of 256 bits. If it is 1 
then the transmit PCM is associated with the second segment of 256 
bits. 

PAW 

90to9F 


PCM - Association - Write. 

This instruction determines whether the PCM is associated with 
the A or B pins and with the first or second segment of 256 bits. 
Separate associations are used for both transmitted and received 
PCM. The instruction has the format:- 

D7 D6 D5 D4 D3 D2 D1 DO 

1 0 0 1 Rb Xb Rsa Xsa 

If the Rb bit is 1 then the DRB pin is used for the receive PCM 
input. If it is 0 then DRA is used. 

If the Xb bit Is 1 then the DXB pin is used for the transmit PCM 
output. If it is 0 then DXA is used. 

If the Rsa bit is 0 then the receive segment address is 0 and the 
receive PCM is associated with the first segment of 256 bits. If it is 1 
then the receive PCM is associated with the second segment of 256 
bits. 

If the Xsa bit Is 0 then the transmit segment address is 0 and the 
transmit PCM is associated with the first segment of 256 bits. If it is 1 
then the transmit PCM Is associated with the second segment of 256 
bits. 


Fig. 20 PCM instructions 
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Mnemonic 

Op Code 

Data Bytes 

Description 

DR 

BO 

** 

Diagnostic - Reset. 

This instruction resets any transmit, receive or loop test 
conditions previously set up. 

DTH 

B3 

■ 

Diagnostic - Transmit - High Pass Filter Disable. 

This instruction disables the digital high-pass filter in the transmit 
path. 

DRA 

B1 


Diagnostic - Receive - Attenuate. 

This instruction adds 6dB attenuation to the receive path. 

DRD 

B2 


Diagnostic - Receive - Disable Path. 

This instruction disables the receive path. This means that Vqut is 
set to Vqo regardless of the receive PCM data input to the device. 

DLA 

B7 


Diagnostic - Loop - Analog. 

This instruction puts the device into its analog loop test mode. 
This means that the analog signal output on the VOUT pin is derived 
from the analog signal on the VIN pin instead of the normal filtered 
PCM receive data. 

DLD 

B4 

i 

■ i 

Diagnostic - Loop - Digital. 

This Instruction puts the device into its digital loop test mode. 
This means that the digital PCM signal input on DRA or DRB is 
switched internally, multiplied by 15/16 and replaces the digital PCM 
signal normally output on DXA or DXB. 


Fig. 21 Diagnostic instructions 
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PIN DESCRIPTIONS 


Symbol 

Pin No. 

Pin Name and Description 

CAP 

1 

Capacitor (Analog Node). A capacitor of 0.1 uF should be connected between this 
pin and analog ground (AGND pin). This is used to decouple the internal voltage 
reference. 

VIN 

2 

Input Voltage (Analog Input). The analog voltage Input at this pin Is sampled, 
processed, digitally encoded and then output as PCM data on either DXA or DXB. 
This signal is referenced to AGND and there is an input impedance of 30k Ohms to 
AVcc/3. 

AGND 

3 

Analog Ground (Power Input). This is the ground reference pin for the analog 
input (VIN pin) and analog output (VOUT pin). Care should be taken to minimise 
the noise at this pin. 

VOUT 

4 

Output Voltage (Analog Output). The analog voltage at this pin is derived from 
the PCM data input on either DRA or DRB. This PCM data is processed digitally, 
decoded, converted to analog and then output here. This signal is referenced to 
AGND but has a DC offset of nominally 2.5 Volts. 

SI 

5 

Status In (Digital Input). The data sampled at this input can be read out on the 
Dl/0 pin. This allows information about the status of the telephone line to be 
passed on to a line card controller. 

This pin can also be used to control the operation of the filter used for 
adaptive balancing (the B-filter). 

CPI to 5 

6 to 10 

Control Port 1 to 5 (Digital I/O with Pullups). These pins are Independently 
programmable as either inputs or outputs through the control stream input on 
Dl/0. Pins which are programmed as outputs are also controlled by Dl/0. Pins 
which are programmed as inputs can be read on Dl/0. 

These pins allow a line card controller to monitor and control the line cards 
and mean that a single hardware design for a line card can be configured through 
software for a number of different requirements. 

There are pullups of 150k Ohms on these pins. 

TSCA, 

11, 

Time Slot Control A, B (Open Drain Pulldown Outputs). The TSCA OR TSCB pins are 

TSCB 

18 

pulled low when PCM data is output on DXA OR DXB respectively. These pins on 
different devices may be connected together with a single pullup resistor (wlre- 
ored) to generate an enable signal for an output buffer on a line card. 

DXA, 

12, 

Digital Transmit A, B (Three-State Outputs). The PCM data is output at these pins. 

DXB 

17 

The data Is routed to either DXA or DXB under the direction of the control stream 
input at the Dl/0 pin. The PCM data can be p-law (8 bits), A-law (8 bits) or linear 
debits). 

Bit and frame synchronisation are established by CLKX and FSX. The start of 
the PCM burst relative to the pulse on FSX is determined by the serial control at 
Dl/0- A data word Is output once every 125 us. 

These pins go to their high Impedance state between PCM bursts and when 
the device is in standby mode. 


13 

Test Pin (internal Connection). This pin is used during device testing. It should be 
held low during normal operation. 

DRA, 

14. 

Digital Receive A, B (Digital Inputs). These are the inputs for PCM data. Either 

DRB 

21 

DRA or DRB is used under the direction of the serial control input at Dl/0. The PCM 
data can be p-law (8 bits), A-law (8 bits) or linear (16 bits). 

Bit and frame synchronisation are established by CLKR and FSR. The position 
of the first bit sampled relative to the pulse on FSR is also determined by the serial 
control at Dl/0. A data word is sampled once every 125 us. 
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PIN DESCRIPTIONS (Continued) 


Symbol 

Pin No. 

Pin Name and Description 

CLKX 

15 

Transmit Clock (Digital Input). The clock input at this pin establishes the bit 
synchronisation on the PCM data output on DXA and DXB. The clock frequency 
must be between 64 KHz and 4.096 MHz and there must be an integral number of 
clock cycles between pulses on FSX. This clock should also be locked to the MCLK 
clock. 

FSX 

16 

Transmit Frame Synchronisation (Digital Input). The pulse input at this pin 
establishes the frame synchronisation on the PCM data output on DXA and DXB. 
There should be 125 us between pulses and the pulses should be synchronised with 
CLKX. 

DXB 

17 

See pin 12. 

TSCB 

18 

See pin 11. 

CLKR 

19 

Receive Clock (Digital Input). The clock input at this pin strobes the bits of PCM 
data input on DRA and DRB. The clock frequency must be between 64 KHz and 
4.096 MHz and there must be an integral number of clock cycles between pulses 
on FSR. This clock should also be locked to the MCLK clock. 

FSR 

20 

Receive Frame Synchronisation (Digital Input). The pulse input at this pin 
establishes the frame synchronisation on the PCM data input on DRA and DRB. 
There should be 125 us between pulses and the pulses should be synchronised with 
CLKR. 

DRB 

21 

See pin 14. 

DGND 

22 

Digital Ground (Power Input). 0 Volts Supply. 

CSB 

23 

Chip Select Bar (Digital Input). This input should be held low to enable the chip to 
input or output serial data on DI/0. This input is used to gate DCLK when a 
command or data is to be entered on or output on DI/0. If held low for more than 

8 cycles of DCLK it will force the device into stand-alone operation. 

DI/0 

24 

Data In/Out (Digital Input/Output with Pullup). Serial control data is input and 
output at this pin when CSB is low. Input data is sampled by DCLK and output data 
is clocked out by DCLK. The data is used to control and monitor a wide variety of 
programmable functions. 

A common data input/output line can be used by a number of devices. 

DCLK 

25 

Data Clock (Digital Input). This clock strobes the serial control input data and 
clocks out serial control output data on DI/0. It is used in association with the CSB 
pin. The clock can run at any frequency from DC to 2.048 MHz. 

MCLK 

26 

Master Clock (Digital Input). This clock controls the sampling for the analog to 
digital conversion and the signal reconstruction for the digital to analog 
conversion. This clock should also be locked to the CLKX and CLKR clocks. 

DVCC 

27 

Digital Positive Supply Voltage (Power Input). 5 Volts. 

AVCC 

28 

Analog Positive Supply Voltage (Power Input). 5 Volts. 
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ELECTRICAL CHARACTERISTICS 

Test Conditions - Voltages are with respect to analog ground (Vagnd)- 


Parameter 

Symbol 

Value 

Units 

Min. 

Typ.* 

Max. 

Analog Supply Voltage 

AVcc 

4.75 

5 

5.25 

Volts 

Digital Ground Voltage 

VdGND 

-0.1 

0 

0.1 

Volts 

Digital Supply Voltage 

DVcc 

4.75 

5 

5.25 

Volts 

Ambient Temperature 

Tamb 

0 


70 

X 

Input Low Voltage (with respect to Vqgnd) 

V|L 

0 

0.4 

0.8 

mom 

Input High Voltage (with respect to Vqgnd) 


2.0 

2.4 

DVcc 

Volts 

Output Loading 

Co 



150 

1 

PF 

Master Clock Frequency 

Fm 

2047.9 

2048 

2048.1 

kHz 

Analog Input Voltage 

V|A 

-3.0 


3.0 1 

-i 



* Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 
Digital Static Characteristics - Voltages are with respect to digital ground (Vqgnd)- 


Characteristic 

Symbol 

Value 

Units 

Conditions 


B99i 


Normal Supply Current 

In 


30 


mA 

Unloaded 

Power-down 

Supply Current 

IpD 


20 


mA 

Unloaded 

Input Leakage Current 

111 



10 


0<V<DVcc 

Output High Voltage 

VOH 

2.4 


DVcc 

Volts 

loH (Source) = 400uA 

Output Low Voltage 

VOL 

1 

‘0 


0.4 

Volts 

loL (Sink) = 2mA 

Output Leakage Current 

lOL 



10 

uA 

0<V<DVcc 


* Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 

Digital Dynamic Characteristics - Master Clock (see Fig. 22) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.* 

Max. 

Master Clock Rise Time 

tMR 


20 


ns 


Master Clock High Period 

tMH 

50 

236 


ns 


Master Clock Fall Time 

tMF 


20 


ns 


Master Clock Low Period 
_1 

tiVIL 

50 

236 


ns 



* Typical figures are for design aid only. They are not guaranteed and not subjectto production testing. 
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Digital Dynamic Characteristics - PCM Clocks and Frame Synchronisation (see Figs. 23 and 24) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.* 

Max. 

PCM Clock Period 

tpcp 

225 

488 

15650 

ns 


PCM Clock Rise Time 

tpCR 



20 

ns 


PCM Clock High Period 

tpCH 

100 



ns 


PCM Clock Fall Time 

tpCF 



20 

ns 


PCM Clock Low Period 

tpCL 

100 



ns 


PCM Frame Sync. Set-up 
Time 

tpFS 

50 



ns 


PCM Frame Sync. Hold 
Time 

tpFH 

30 



ns 



* Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 
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Digital Dynamic Characteristics - PCM Outputs (see Figs. 25 and 26) 



PCM Output Hold Time tpoH 30 

PCM Output Delay tpoo 


* Typical figures are for design aid only. They are not guaranteed and not subject to production testing 



Fig. 25 Timing - PCM Output Start and Stop of Burst (see Fig. 4) 



Fig. 26 Timing - PCM output changing during burst (see Fig. 4) 
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Digital Dynamic Characteristics - PCM Input (see Fig. 27) 



* Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 



Fig. 28 Timing - PCM docks 
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Digital Dynamic Characteristics - Chip Select ® (see Fig. 29) 



* Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 
® If CSB is tied low then the MVSOOO will operate in stand-alone mode. 




Fig. 30 Timing - data input (see Fig. 9) 
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Digital Dynamic Characteristics - Data Outputs (see Figs. 31 and 32) 



* Typical figures are for design aid only. They are not guaranteed and not subjectto production testing 



Fig. 31 Timing - data output start and stop of burst (see Fig. 9) 
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Analog Static Characteristics - Voltages are with respect to analog ground (Vagnd)- 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.* 

Max. 

Pin Capacitance 

Cp 


8 

10 

PF 

0<V<AVco DVcc 

Analog Input Impedance 

Z, 

20 

30 


ka 

-3V<V< +3V 

Analog Input Bias 

Vbi 


AVcc/3 


V 


Input Offset Voltage 

V|0 

-5 


5 

mV 


Output Impedance 

Zo 



20 

Q 

1V<V<4V 

Output Offset Voltage 

^00 

2.3 

2.5 


V 


-j 

Analog Output Voltage 

Vqa 

Voo-1-5 


Voo+1-5 

V 

Rl= lOkfi, Cl = 50pF 


* Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 


Analog Dynamic Characteristics - General 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.* 

Max. 

Transmit 0 dBmO Level 

Vto 

4.03 

4.18 

4.33 

Vp/p 

A-Law 



4.00 

4.15 

4.30 


p-Law 

Receive 0 dBmO Level 

Vro 

2.01 

2.09 

2.17 

Vp/p 

A-Law 



2.00 

2.075 

2.15 


p-Law 

Power Supply Rejection 

PSR 

50 



dB 


Minimum Receive Gain 






All 

MV3000A 

Grmin 




dB 

CCITTG.714 

MV3000B 






Specifications 

Maximum Transmit Gain 


I 




All 

MV3000A 

Gtmax 

12 

12.1 


dB 

CCITTG.714 

MV3000B 

-1 

6 

6.1 



Specifications 


* Typical figures are for design aid only. They are not guaranteed and notsubjectto production testing. 


Analog Dynamic Characteristics - Channel Gain (see Figs. 33 and 34) 


Characteristic 


Value 


Conditions 


BRSI 


Transmit Gain 

Gt 




dB 

OHz 







50 Hz 







60 Hz 





0 


200 Hz 



-0.125 

0 

0.125 


300-3000 Hz 



-0.35 

0 

0.125 


3300 Hz 



-0.8 




3400 Hz 





-17.5 


4000 Hz 





-35 


>4600 Hz 

Receive Gain 


-0.125 

0 

0.125 

dB 

0 - 3000 Hz 



-0.35 

0 

0.125 


3300 Hz 



-0.8 


0 


3400 Hz 





-17.5 


4000 Hz 





-35 


>4600 Hz 


* Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 
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Fig. 33 Transmit channel gain 



Fig. 34 Receive channel gain 


ABSOLUTE MAXIMUM RATINGS* - Voltages are with respect to analog ground (Vagnd)- 


Parameter 

Symbol 

Value 




Analog Supply Voltage 

AVcc 

-0.5 

5.7 

Volts 

Digital Supply Voltage 

DVcc 

-0.5 

5.7 

Volts 

Storage Temperature 

Ts 

-65 

125 

°C 

Input Voltage - except VIN pin 

V, 

-0.3 

DVcc 
+ 0.3 

Volts 

Input Voltage - VIN pin 

VviN 

-3.3 

3.3 

Volts 

Output Voltage - except VOUT pin 

Vo 

-0.3 

DVcc 
+ 0.3 

Volts 

Output Voltage - VOUT pin 

VvOUT 

-0.3 

AVcc 
+ 0.3 

Volts 

-1 

Clamp Current (Sink or Source beyond Power Supply) ® 

Ik 


100 

mA 

Package Power Dissipation 

P 


800 

_1 

mW 


* Exceeding these ratings may cause permanent damage. Functional operation under these conditions is not implied. 

® Currents above this may cause latchup or destroy the input protection circuitry. 
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MV3506 A-LAW FILTER/CODEC 
MV3507 /y-LAW FILTER/CODEC 
MV3507A yU-LAW FILTER/CODEC WITH A/B SIGNALLING 
MV3508 A-LAW FILTER/CODEC WITH OPTIONAL SQUELCH 
M V3509 /y-LAW FILTER/CODEC WITH OPTIONAL SQUELCH 


These devices are silicon gate CMOS Companding 
Encoder/Decoder integrated circuits designed to Implement 
the per channel voice frequency Codecs used in PCM 
systems. They contain the band-limiting filters and the 
analog to digital conversion circuits that conform to the 
desired transfer characteristic. The MV3506 and MV3508 
provide the European A-Law companding and the MV3507, 
MV3507A and M\/3509 provide the North American /i-Law 
companding characteristic. The MV3508 and MV3509 have 
programmable squelch circuitry to reduce idle channel 
noise. The M\/3507A provides for A/B bit signalling. 

These circuits provide the interface between the analog 
signals of the subscriber loop and digital signals of the PCM 
highway in a digital telephone switching system. The devices 
operate from dual power supplies of ±5V. 


FEATURES 

■ Low Power CMOS 80mW (Operating) 10mW 
(Standby) 

■ Meets or Exceeds AT & T3, and CCITT G.711, 
G.712 and G.733 Specifications 

B Input Analog Filter Eliminates Need for External 
Anti-aliasing Prefilter 

B Uncommitted Input and. Output Op. Amps for 
Programming Gain 

B Output Op. Amp Provides ±3.1 V into a 1200 Ohms 
Load or can be Switched Off for Reduced Power 
(70mW) 

B Encoder has Dual-speed Auto-zero Loop for Fast 
Acquisition on Power-up 

B Low Absolute Group Delay = 410 microseconds 
at 1 kHz 


Fig.1 Pin connections - top view 
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FUNCTIONAL DESCRIPTION 

Fig.2 shows the simplified block diagram of the devices. 
They contain independent circuitry for processing transmit 
and receive signals. Switched capacitor filters provide the 
necessary bandwidth limiting of voice signals in both 
directions. Circuitry for coding and decoding operates on 
the principle of successive approximation, using charge 
redistribution in a binary weighted capacitor array to define 
segments and a resistor chain to define steps. 

Transmit Section 

Input analog signals first enter the chip at the uncommitted 
op.amp. terminals (IN + and IN- pins). This allows for the 
gain in the system to be trimmed. From the Vin pin the signal 
enters a second-order analog anti-aliasing filter. This filter 
eliminates the need for any off-chip filtering as it provides 
attenuation of 34dB (typically) at 256kHz and 44dB 
(typically) at 512kHz. 

The signal next enters the transmit filter, which is a fifth- 
order low-pass filter clocked at 256kHz, followed by a third- 
order high-pass filter clocked at 64kHz. The resulting 
bandpass characteristics meet the CCITT specifications 
G.711, G.712 and G.733. Some representative attenuations 
are better than 26dB from 0 to 60Hz and better than 35dB 
from 4.6kHz to 100kHz. 

The output of the transmit filter is sampled at the analog to 
digital encoder by a capacitor array at the sampling rate of 
8kHz. The successive approximation conversion process 
requires about 72pisec. 

The 8-bit PCM data is clocked out by the transmit shift 
clock which can vary from 64kHz to 2.048MHz in 8kHz steps 
(see Figs. 3 and 4). A switched capacitor dual-speed, auto¬ 
zero loop using a small non-critical external capacitor 
(OAfjF) provides DC offset cancellation by integrating the 
sign bit of the PCM data and feeding it back to the non- 
inverting input of the comparator. 

Included in the circuitry of the MV3507 is ‘All Zero’ code 
suppression so that negative input signal values between 
decision values numbers 127 and 128 are encoded as 
00000010. This prevents loss of repeater synchronisation by 


DS1 (T1) line clock recovery circuitry as there are never more 
than 15 consecutive zeros. 

An additional feature of the MV3506/7 and 7A is a special 
circuit to eliminate any transmitted idle channel noise during 
quiet periods. When the input of these chips is such that for 
250ms the only code words generated were +0, -0, +1 or 
-1, the output word will be a +0. The steady -fO state 
prevents alternating sign bits or LSB from toggling and thus 
results in a quieter signal at the decoder. Upon detection of a 
different value, the output resumes normal operation 
resetting the 250ms timer. This feature is a form of idle 
Channel Noise ‘Squelch’ or ‘Crosstalk Suppression’. It is of 
particular importance in the MV3506 A-Law version because 
the A-Law transfer characteristic has ‘mid-riser’ bias which 
enhances low level signals from crosstalk. 

Receive Section 

A receive shift clock, variable between the frequencies of 
64kHz and 2.048MHz clocks the PCM data into the input 
buffer register once every sampling period (see Figs.5 and 6). 
A charge proportional to the received PCM data word 
appears on the decoder capacitor array of the digital to 
analog converter. A sample and hold circuit, initialised to zro 
by a narrow pulse at the beginning of each sampling period, 
integrates the charge and holds it for the rest of the sampling 
period. 

The receive filter, consisting of a switched-capacitor fifth- 
order low-pass filter clocked at 256kHz, smooths the 
sampled and held signal. It also performs the loss 
equalisation to compensate for the sin(x)/x distortion due to 
the sampling. 

The filter output (FLT OUT pin) is available for driving 
electronic hybrids directly as long as the impedance is 
greater than 20kQ. When used in this fashion the low 
impedance output amp can be switched off for a 
considerable saving in power consumption. When it is 
required to drive a 6000 load the output amp allows gain 
trimming as well as impedance matching. 


V|N PDB TST/SE CAZ CaZ GND 



OUT- FLT OUT A GND VSS D GND VpD 


Fig.2 Functional block diagram (pin numbers for the MV3507A are in brackets) 
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SYS CLK 
T STROBE 




Fig.3 Transmit strobe alignment 


T STROBE ///// A I \/ / /// /////////////// y \ 
T SHIFT 

I I I I I I ■ I I I 

PCM OUT - 1 1 I 2 I 3 I 4 I 5 I 6 I 7 I 8 I - 

Fig.4 Transmit alignment 


SYS CLK jnjnjTjijijij-ui_nj"^^ 

R STROBE r//y-/-y-y y y yy| _| f 7 7 7 7 ' 7'7 / / / / / /^, 

Fig.5 Receive strobe alignment 






R shift jijnjn_rijyij"]jxrij^^ 

PCM IN '//////\ 1 I 2 I 3 I 4 I 5 I 6 I 7 I 8 


Fig.6 Receive alignment 


Timing Requirements 

The internal design of the devices paid careful attention to 
the timing requirements of various systems. In North 
America, central office and channel bank designs often 
follow the American Telephone and Telegraph Company’s 
T1 (DS1) Carrier PCM format to multiplex 24 voice channels 
at a data rate of 1.544Mb/s. PABX designs, on the other hand, 
may use their own multiplexing formats with different data 
rates. Nevertheless, in digital telephone designs, Codecs 
may be used in a non-multiplexed form with a daa rate as low 
as 64kbit/s. The fj-Law Codecs fulfil these requirements. 

In Europe, telephone exchange and channel bank designs 
often follow the CCITT carrier PCM format to multiplex 30 
telephony channels at a data rate of 2.048Mbit/s. The A-Law 
Codecs are designed for this market and will also handle 
PABX and digital telephone applications. 

The timing format chosen for the devices allows operation 
in both multiplexed or non-multiplexed form with data rates 
variable from 64kbit/s to 2.048Mbit/s. Use of separate 
internal clocks for filters and for shifting of PCM input/output 
data allows for this variation. 

The devices do not require that the 8kHz transmit and 
receive sampling strobes be exactly 8 bit periods wide. The 
device has an internal bit counter that counts the number of 


data bits shifted. It is reset on the leading (+ve) edges of the 
strobe, forcing the PCM output into its high impedance state 
after the 8th bit is shifted out. This allows the width of the 
strobe signal to vary as long as its repetition rate is 8kHz and 
the transmit and receive shift clocks are synchronised to it. 

System Clock 

The basic timing is provided by the system clock which is 
divided down internally to provide the various filter clocks 
and the timing for the conversions. The transtjiit and receive 
strobes and clocks must be locked to this clock so that the 
PCM data matches the sample rates. 

Signalling in 7-Law Systems 

In //-Law systems there Is a requirement for signalling 
information to be carried in the bit stream with the coded 
analog data. This coding scheme is sometimes called 7% bit 
rather than 8 bit because the LSB in every 6th frame is 
replaced by a signalling bit. This is referred to as A/B 
signalling and if a signalling frame carries the ‘A’ bit, then 6 
frames later the LSB will carry the ‘B’ bit. To meet this 
requirement, the MV3507A is available in a 28-pin package. 
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Signalling Interface 

In the AT&T T1 carrier PCM format (DS1) an A/B 
signalling method conveys channel information. It might 
include the on-or-off hook status of the channel, dial pulsing 
(10 or 20 pulses per second), loop closure, ring ground etc, 
depending on the application. Two signalling conditions (A 
and B) per channel, giving four possible signalling states per 
channel are repeated every 12 frames (1.5msec). The A 
signalling condition is sent on bit 8 of all 24 channels in frame 
6 and the B signalling condition is sent in frame 12. In each 
frame, the 193rd bit (the S bit) performs the terminal framing 
function and serves to identify frames 6 and 12. 

The MV3507A in a 28-pin package is designed to simplify 
the signalling interface. For example, the A/B select input 
pins are transition sensitive. The transmit A/B select pin 
selects the A signal input on a positive transition and the B 
signal input on the negative transition. Internally, the device 
synchronises the A/B select input with the strobe signal. As a 
result, a common A/B select signal can be used for all 24 
transmit channels in the channel bank. The A and B 
signalling bits are sent in the frame following the frame in 
which the A/B select input makes the transition. Therefore 
the A/B select input must go positive in the beginning of 
frame 5 and negative in the beginning of frame 11. 


The decoder uses a similar scheme for receiving the A and 
B signalling bits, with one difference. They are latched to the 
respective outputs in the same frame in which A/B select 
input makes a transition. Therefore, the receive A/B select 
input must go high at the beginning of frame 6 and go low at 
the beginning of frame 12. In theTI (DS1) carrier system, 24 
voice channels are multiplexed to form the transmit and 
receive PCM highway, 8 data bits from each channel plus a 
framing bit called the S bit form a 193 bit frame. Since each 
channel is sampled 8000 times per second, the resultant data 
rate is 1.544Mbit/s. Within the channel bank the transmit and 
receive channels of a Codec can occupy the same time slot 
for synchronous operation or they can be independent of 
each other for asynchronous operation. Asynchronous 
operation helps minimise switching delays through the 
system. Since the timing interface for the coder and decoder 
sections are independent of each other in the MV3507A, it 
can be operated in either manner. 

In the CCITT carrier system 30 voice channels and 2 
framing and signalling channels are multiplexed to form the 
transmit and receive PCM highways, 8 data bits from each 
channel. Since each channel is sampled 8000 times per 
second, the resultant data rate is 2.048Mbit/s. 


PIN DESCRIPTIONS 


Symbol 

— 

Pin No. 

Pin name and description 

3506/7/8/9 

3507A 

TST/SE 

1 

28 

Test/Squelch Enable (Internal Connection/DIgital Input). This pin is an internal 
test connection on the MV3506, MV3507 and MV3507A, and it is the squelch 
enable input on the MV3508 and MV3509. 

On the M\/3506/7/7A it should be left unconnected or connected to the A GND pin 
via a capacitor for normal operation. 

On the M\/3508/9 it should be tied high to enable the squelch feature and it should 
be left unconnected otherwise. 

CLK SEL 

2 

3 

Clock Select (Three Level Input). This pin selects the proper divide ratios for a 

256kHz, 1.544MHz or 2.048MHz system clock. The pin is tied to Vdd (+5V) for 
2.048MHz operation, to D GND (OV) for 256kHz operation, and to Vss (-5V) for 
1.544MHz operation. 

T SHIFT 

3 

4 

Transmit Shift Clock (Digital Input). This TTL compatible input shifts PCM data 
out of the coder on the positive going edges after receiving a positive edge on the 

T STROBE input. The clocking rate can vary from 64kHz to 2.048MHz. 

SYS CLK 

4 

5 

System Clock (Digital Input). This pin is a TTL compatible input for either a 

256kHz, 1.544MHz or a 2.048MHz clock that is divided down to provide the filter 
clocks. The status of the CLK SEL pin must correspond to the provided clock 
frequency. 

T STROBE 

5 

6 

Transmit Strobe (Digital Input with Pull-up). This TTL compatible pulse input 
(typically 8kHz) is used for analog sampling and initiating the PCM output from the 
coder. It must be synchronised with the T SHIFT and SYS CLK clocks with its 
positive going edges occurring after the falling edges of these clocks. The width of 
this signal is not critical. An internal bit counter generates the necessary timing for 

PCM output. 

PCM OUT 

6 

7 

PCM Out (Pull-down Output). This is a LS TTL compatible open-drain output. It is 
active only during transmission of PCM output for 8-bit periods of the T SHIFT 
clock signal following positive edge on the T STROBE input. Data is clocked out 
by the positive edge on the T SHIFT clock into one 5100 pull-up per system plus 2 

LS TTL inputs. 

D GND 

7 

8 

Digital Ground (Power Input). OV. 

Caz 

8 

11 

Auto Zero Capacitor (Reference Node). A capacitor of 0.1/iF (±20%) should be 
connected between this pin and CAzoNoforcoderauto zero operation. Thesign bit 
of the PCM data is integrated and fed back to the comparator for DC offset 
cancellation. 

R SHIFT 

9 

13 

Receive Shift Clock (Digital Input). This TTL compatible input shifts PCM data into 
the decoder on the negative going edges after receiving a positive edge on the 

R STROBE input. The clocking rate can vary from 64kHz to 2.048MHz. 
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PIN DESCRIPTIONS (continued) 


Symbol 

Pin No. 

Pin name and description 

3506/7/8/9 

3507A 

R STROBE 

10 

14 

Receive Strobe (Digital Input with Pull-up). This TTL compatible pulse input 
(typically 8kHz) initiates clocking of PCM input data into the decoder. It must be 
synchronised with the R SHIFT and SYS CLK clocks with its positive going edges 
occurring after the falling edges of these clocks. The width of the signal is not 
critical. An internal bit counter generates necessary timing for PCM input. 

PCM IN 

11 

15 

PCM In (Digital Input). This is a TTL compatible input for supplying PCM input 
data to the decoder. Data is clocked in by the negative edge of the R SHIFT clock. 

Vss 

12 

16 

Negative Supply (Power Input). -5V. 

AGND 

13 

17 

Analog Ground (Reference Node). This is the ground reference node for analog 
signals. 

Caz gnd 

14 

18 

Auto Zero Capacitor Ground (Reference Node). A capacitor of 0.1/;F (±20%) 
should be connected between this pin and CAzfor coder auto zero operation. The 
sign bit of the PCM data is integrated and fed back to the comparator for DC offset 
cancellation. 

IN +, IN- 

15,16 

19,20 

In Positive and Negative (Analog Voltage Inputs). These are the differential inputs 
of a high input impedance op amp whose output is connected to the V iNpin. These 
three pins allow the user complete control over the input stage so that it can be 
connected as a fixed gain amplifier, as an amplifier with adjustable gain, or as a 
differential input amplifier. The adjustable gain configuration will facilitate 
calibration of the transmit channel. 

ViN 

17 

21 

Input Voltage (Analog High-impedance Voltage Output). This is the output of a 
high input impedance op amp whose differential inputs are the IN + and IN- pins. 

This node feeds the rest of the analog input section. 

PDB 

18 

22 

Power Down Bar (Digital Input with Pull-up). This TTL compatible input, when 
held low, puts the chip into the powered down mode regardless of strobes. The 
chip will also power down if the strobes stop. The strobes can be high, low or 
floating, but as long as they are static, the powered down mode is in effect. 

FLT OUT 

19 

23 

Filter Out (Analog High-impedance Voltage Output). This is the output of the low 

pass filter which represents the recreated analog signal from the received PCM 
data words. The filter sample frequency of 256kHz is down 37dB at this point. 

This is a high impedance output which can be used by itself or connected to the 
output amplifier stage which has a low output impedance, it should not be loaded 
by less than 20kn. 

OUT- 

20 

24 

Out Negative (Analog Voltage Input). This is the inverting input of the 
uncommitted output amplifier stage, which has its non-inverting input connected 
internally to ground and its output connected to Vout. The signal at the FLT OUT 
pin can be connected to this pin to realise a low output impedance with unity, 
increased or reduced gain. This allows easy calibration of the receive channel. 

If OUT- is connected directly to Vss then the op amp will be powered down, 
reducing power consumption by 10mW typically. 

VOUT 

21 

25 

Output Voltage (Analog Voltage Output). This is the output of the uncommitted 
output amplifier stage, which has its inverting input connected to the OUT- pin 
and Its non-inverting input connected internally to ground. The signal at the 

FLT OUT pin can be connected to OUT- to realise a low output impedance with 
unity, increased or reduced gain. This allows easy calibration of the receive 
channel. The Vout pin has the capability of driving OdBm into a 6000 load (see 

Fig.4). 

Vdd 

22 

27 

Positive Supply (Power Input). 5V. 

B IN, A IN 


1,2 

B IN and A IN (Digital Inputs with Pull-ups). These are the TTL compatible inputs 
for the A and B signalling bits fortransmission. The signalling bits are sent in the bit 

8 position of the PCM word in the frame following the frame in which the 

T-A/B SEL input makes a transition. 

B OUT,A OUT 


9,10 

B OUT and A OUT (Digital CMOS Outputs). These are the outputs for the received 

A and B signalling bits. The signalling bits received in the PCM input word are 
latched to the respective outputs in the same frame in which the Receive A/B select 
(R-A/B SEL) input makes a transition. A-bits are latched on a positive transition 
and B-bits are latched on a negative transition. 


90 




MV3506/7/7A/8/9 


PIN DESCRIPTIONS (continued) 


Symbol 

Pin No. 

Pin name and description 

3506/7/8/9 

3507A 

R-A/B SEL 


12 

Receive A or B Select (Digital Input with Pull-up). This is the TTL compatible input 
which causes A and B signalling bits to b at the A OUT and B OUT pins. The 
signalling bits received in the PCM input word are latched to the respective 
outputs in the same frame in which this input makes a transition. A-bits are latched 
on a positive transition and B-bits are latched on a negative transition. A common 
select input can be used for all channels in a multiplex operation. 

T-A/B SEL 


26 

Transmit A or B Select (Digital Input with Pull-up). This is the TTL compatible 
input which causes the transmission of A and B signalling bits input at the A IN and 

B IN pins. The signalling bits are sent in the bit 8 position of the PCM word in the 
frame following the frame in which the T-A/B SEL input makes a transition. A 
common A/B select input can be used for all channels in a multiplex operation, 
since it is synchronised to the T STROBE input in each device. 


ELECTRICAL CHARACTERISTICS 
Test conditions - Voltages are with respect to digital ground (Vdgnd) 


Characteristic 

Symbol 

Value 

Units 

Min. 

Typ.(i) 

Max. 

Digital supply voltage 

Vdd 

4.75 

5 

5.25 

V 

Negative supply voltage 

Vss 

-5.25 

-5 

-4.75 

V 

Analog ground voltage 

Vagnd 

-0.1 

0 

0.1 

V 

Ambient temperature 

Vamb 

0 


70 

°c 

Input low voltage - digital inputs 

ViL 

0 

0.4 

0.8 

V 

Input high voltage - digital inputs 

ViH 

2.0 

2.4 

Vdd 

V 

System clock frequency 






CLK SEL tied to Vdd 

fs 

2047.90 

2048 

2048.10 

kHz 

CLK SEL tied to D GND 


255.99 

256 

256.01 


CLK SEL tied to Vss 


1549.92 

1544 

1544.08 


Capacitive loading - digital outputs 

Cld 

0 


100 

PF 

Pull-up resistance for PCM OUT pin 

Rpu 

510 



Q 

Analog input voltage 

Via 

Vagnd -3.1 


Vagnd+3.1 

V 

Capacitive loading - analog outputs 

Cla 



50 

pF 

Resistive loading - Vout pin 

Rvout 

1200 



Q 

Resistive loading - Vin pin 

Rvin 

10 



kO 

Resistive loading - FLT OUT pin 

Rrlt out 

20 



kQ 


Power Supply Requirements - Vdd = 5V, Vss = -5V 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

Power dissipation - normal 

Pn 


80 

110 

mW 

Unloaded 

Power dissipation - without 

PWA 


70 


mW 

Unloaded 

output amp. 







Power dissipation - standby 

Ps 


10 

20 

mW 

Unloaded 
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Static Characteristics - Voltages are with respect to digitai ground (Vdgnd) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

Pin capacitance 

Cpin 


7 

15 

PF 


Input leakage current 

llL 



1 


0< V< Vdd 

Input source current - Inputs 

lis 



600 


0< V< Vdd 

with pull-ups 

Output high voltage 

VOH 

2.4 


Vdd 

V 

loH (Source) = 40//A 

Output low voltage 

VOL 

0 


0.4 

V 

loL (Sink) = 1.6mA 

Output leakage current 

lOL 



10 


0< V< Vdd 

Analog input resistance 

Ria 

100 



kO 


Analog output voltage 

VOA 

Vagnd 


Vagnd 

V 




-3.1 


+3.1 



Digital Switching Characteristics 

- System Clock (see Fig.7) 




Characteristic 

... 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

System clock rise time 

tSR 


50 


ns 


System clock high perio(d 

tSH 

0.4/fs 


0.6/fs 

s 


System clock fall time 

tSF 


50 


ns 


System clock low period 

tSL 

0.4/fs 


0.6/fs 

s 




Digital Switching Characteristics - Receive Strobe and Clock (see Figs. 8 and 9) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(1) 

Max. 

Receive strobe frequency 

fps 

7.99996 

8 

8.00004 

kHz 

Phase-locked with 
system clock 

Receive strobe falling set-up time 

tPSFS 

120 



ns 


Receive strobe early jitter 

tPSEJ 



200 

ns 


Receive strobe late jitter 

tPSLJ 



100 

ns 


Receive strobe falling hold time 

tPSFH 

220 



ns 


Receive clock frequency 

fpc 

63.9997 


2048.01 

kHz 

Phase-locked with 

receive strobe 

Receive clock rise time 

tPCR 



100 

ns 


Receive clock high period 

tRCH 

0.4/fRc 


0.6/fRC 

s 


Receive clock fall time 

tRCF 



100 

ns 


Receive clock low period 

tRCL 

0.4/fRc 


0.6/fRC 

s 


Receive clock early jitter 

tRCEJ 



200 

ns 


Receive clock late jitter 

tRSLJ 



100 

ns 



92 








MV3506/7/7A/8/9 




Digital Switching Characteristics - Receive Data (see Fig.10) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(l) 

Max. 




PCM input set-up time 

tPIS 

60 



ns 


PCM input hold time 

tPIH 

60 



ns 




Fig.lO Timing - receive data 
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Digital Switching Characteristics - Transmit Strobe and Clock (see Figs.11 and 12) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

Transmit strobe frequency 

fjs 

7.99996 

8 

8.00004 

kHz 

Phase-locked with 
system clock 

Transmit strobe falling 

tTSFS 

120 



ns 


set-up time 

Transmit strobe early jitter 

tTSEJ 



200 

ns 


Transmit strobe late jitter 

tTSU 



100 

ns 


Transmit strobe falling hold time 

tTSFH 

220 



ns 


Transmit clock frequency 

frc 

63.9997 


2048.01 

kHz 

Phase-locked with 

transmit strobe 

Transmit clock rise time 

tTCR 



100 

ns 


Transmit clock high period 

tTCH 

0.4/fTC 


0.6/fTc 

s 


Transmit clock fall time 

tTCF 



100 

ns 


Transmit clock low period 

tTCL 

0.4/fTc 


0.6/fTC 

s 


Transmit clock early jitter 

tTCEJ 



200 

ns 


Transmit clock late jitter 

ticu 



100 ^ 

ns 



















Fig.12 Timing - receive clock 


Digital Switching Characteristics - Transmit Data (see Fig.13) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 




PCM output holt time 

tPOH 

0 

50 


ns 


PCM output delay 

tPOD 


100 

150 

ns 
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Analog Channel Characteristics - Filter Delays 


-^- 

Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(1) 

Max. 

Transmit filter delay 

tTFD 



182 

/JS 

1kHz 

Receive filter delay 

tRFD 



110 

JUS 

1kHz 

Analog Channel Characteristics 

- A-Law 






Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(1) 

Max. 

OdBmO level (see Note 2) 

OdBmO 

5.3 

5.8 

6.3 

dBm 

±5V, 25°C 

Variation in OdBmO level 

AodBmO 

-0.3 

0 

0.3 

dB 

Over test conditions 

Weighted idle channel noise 

ICNw 


-85 

-73 

dBmOp 

CCITTG.712, §5.i 
(see Note 3) 

Single frequency 

ICNsf 



-60 

dBmO 

CCITT G.712, §5.2 

idle channel noise 







Weighted receive 

ICNwr 



-78 

dBmOp 

CCITTG.712, §5.3 

idle channel noise 







Spurious out-band noise 

Nsob 



-30 

dBmO 

CCITT G.712, §7.1 

Spurious in-band noise 

Nsib 



-40 

dBmO 

CCITT G.712, §10 

T\a/o tone interdemodulation 

IMD2T 



-35 

dBmO 

CCITTG.712. §8.1 

Tone + power inter¬ 

IMDtp 



-49 

dBmO 

CCITT G.712, §8.2 

demodulation 







Crosstalk attenuation between 

Ax 

75 

80 


dB 

CCITTG.712, §12 

ViN and VouT 
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MV3506/7/7A/8/9 


Analog Channel Characteristics - /i-Law 


Characteristic 

Symbol 


Value 

— 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

OdBmO level (see Note 2) 

OdBmO 

5.3 

5.8 

6.3 

dBm 

±5V, 25 °C 

Variation in OdBmO level 

AdBmO 

-0.3 

0 

0.3 

dB 

Over test conditions 

Weighted idle channel noise 

ICNw 


5 

17 

dBrncO 

AT&T D3 (see Note 3) 

Single frequency 

ICNsf 



-60 

dBmO 

AT&T D3 

idle channel noise 







Weighted receive 

ICNwr 



15 

dBrncO 

AT&T D3 

idle channel noise 







Spurious out-band noise 

Nsob 



-28 

dBmO 

AT&T D3 

Spurious in-band noise 

Nsib 



-40 

dBmO 

AT&T D3 

Two tone interdemodulation 

IMD2T 



-35 

dBmO 

AT&T D3 

Tone + power inter¬ 

IMDtp 



-49 

dBmO 

AT&T D3 

demodulation 







Crosstalk attenuation between 

Ax 

75 

80 


dB 

AT&T D3 

ViN and VouT 








NOTES 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 

2. The typical OdBmO level of 5.8dBm corresponds to an RMS voltage of 1.51V and a maximum coding level of 3.1V. 

3. The maximum value reduces to -68dBm0p without squelch (MV3508 with TST/SE pin unconnected). 

4. The maximum value reduces to 22dBrncO without squelch (MV3509 with TST/SE pin unconnected). 


ABSOLUTE MAXIMUM RATINGS 


Exceeding these ratings may cause permanent damage. 
Functional operation under these conditions is not implied. 


Positive supply voltage Vdd 
Analog ground Vagnd 
Negative supply voltage Vss 
Storage temperature Ts 


-0.5V to +6.0V 
-0.1V to +0.1V 
-6.0V to +0.5V 
-65°Cto +150°C 


Voltage at digital or analog 

pins Vp Vss -0.3V to Vdd +0.3V 

Package power dissipation P lOOOmW 


ANALOG INPUT O- 


ANALOG OUTPUT O- 



22 

18 

0.1/i 

VDD PDB CAZ GAZ GND I 

VlN 



T STROBE 

IN- 



T SHIFT 

IN+ 



PCM OUT 

FLT OUT MV3506/7/8/9 ^ strobe 

OUT- 



R SHIFT 

*UU1 






CLK SEL 





1 Vss A GND D GND TST/SE | 



13 



3 



6 




10 

1 



IBI 

■ 






-O 5V 


-O SkHz STROBE 
-O 2048kHz CLOCK 
-O PCM OUTPUT 


-O PCM INPUT 


-O DIGITAL GROUND 
O ANALOG GROUND 
■O -5V 


Fig.14 Simple application circuit 
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MV4320 

KEYPAD PULSE DIALLER 


The MV4320 series is fabricated using iSO-CMOS high 
density technology. The device is a pin-for-pin replacement 
for the DF320 Loop Disconnect Dialler and offers wider 
operating supply voltage range and lower power dissi¬ 
pation. The MV4320 accepts up to 20 digits from a stan¬ 
dard 2 of 7 keypad and offers a REDIAL option activated by 
key =#=. The device provides dial pulsing and muting out¬ 
puts and has a HOLD pin for interrupting a dialling se- 
quence.'Outpulsing mark/space ratio and dialling speed are 
pin selectable. 

The MV4320 is available in Ceramic DIL (DG, -40° C to 
+85° C). 


FEATURES 



■ Pin for Pin Replacement for the DF320 

■ 2.5 V to 5.5V Supply Voltage Operating Range 

■ 375^W Dynamic Power Dissipation at 3V 

■ Uses Inexpensive 3.58 MHz Ceramic Resonator 
or Crystal 

■ Stores up to 20 Digits 

■ Selectable Outpulsing Mark/Space Ratio 

■ Selectable Dialling Speeds of 10,16,20 and 932 Hz 

■ Low Cost 


APPLICATIONS 

■ Pushbutton Telephones 

■ Tone to Pulse Converters 

■ Mobile Telephone 

■ Repertory Dialers 



X1 X2 X3 Y1 Y2 Y3 Y4 


Fig.2 MV4320 functional block diagram 
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MV4320 


DC ELECTRICAL CHARACTERISTICS 
Test conditions (unless otherwise stated): 

Vdd = 3.0 V; Tamb = +25°C; fcLK = 3.579545 MHz 
All voltages wrt Vss 


1 

CHARACTERISTICS 

SYMBOL 

MIN 

TYP* 

MAX 

UNITS 

TEST CONDITIONS 

B 


Supply Voltage Operating Range 

Vdd 

m 


IQI 

B1 


0 

H 

Standby Supply Current 

•dds 


B1 

HQ 

mA 

CE = Vss 

D 


Operating Supply Current 

Iqd 




mA 

3.579545 MHz Crystal, CxtaLOUT = ■•2pF 

4 


Pull-Up Transistor Source Current 

l|L 

Q9 

^Qjj 

QQ 

mA 

ViN = Vss 

Xi,X2.X3 

5 


Input Leakage Current 

l|M 


■B 


nA 

V|n=Vdd 

Yi.Y2.Y3,Y4 

□ 

1 

N 

Input Leakage Current 

l|L 




nA 

V,N=Vss 

M/S,IDP,F01, 

7 

H 

Pull-Down Transistor Sink Current 

l|H 


HQ 


aA 

a 

Q 

> 

II 

z 

> 

F02,FD,HOLD 

8 

I 

Logic ‘0’ Level 

V,L 

m 

lllll 


■1 

All inputs 


D 

■ 

Logic ‘1’ Level 

IBH 

m 



V 



D 

0 

Voltage 

Low-Level 



0 

0.01 

■ 

No Load 


B 

H 

Levels 

High-level 


2.99 

3 


■ 



B 

I 

Drive 

N-Channel Sink 

■oL 

0.8 

2.0 

■ 

mA 

Vout = 2.3V 

DP, M1/M2 

B 

I 

Current 

P-Channel Source 

•oh 

-0.8 

-2.0 

■ 

mA 

Vout = 0.7V 



AC ELECTRICAL CHARACTERISTICS 


Test conditions (unless otherwise stated): 

Vdd = 3.0 V; Tgmb = +25°C; Iclk = 3.579545MHz 
All voltages wrt Vss 


1 

CHARACTERISTICS 

SYMBOL 

MIN 

TYP* 

MAX 

UNITS 

TEST CONDITIONS 

D 

■ 

Output Rise Time 



Bl 


us 

DP,M-|. 

Cl = 50pF 

sa 


Output Fall Time 

T1 


Bl 


us 

16 

Maximum Clock Frequency 

^CLK 




MHz 

3.579545 MHz Crystal 

D 

Mark to Space Ratio 

M/S 


Q 



Note 1 

H 


IQI 



m 

Impulsing Rate = 1 

T 

■ 

1 

■a 

■ 

Hz 

Note 1 


IB 

B 

m 



IQ 

EE9 


Q 

Clock Start Up Time 

^on 


la 

' 4 

ms 

Timed from CE ‘1’ 

a 

Input Capacitance 


□ 

IQI 

Bl 

PF 

Any Input 


* Typical, parametric values are for Design Aid Only, not guaranteed and not subject to production 
testing. Timing waveforms are subject to production functional test. 

NOTES; 

1. See Pin Function, Table 1. 


OPERATING NOTES 

The first key entered in any dialling sequence initiates 
the oscillator by internally taking CE high. Digits may be 
entered asynchronously from the keypad. Dialling and 
mute functions are output as shown in figures 3 and 4. 
Figure 3 shows use of the circuits with external control of 
CE. This mode is useful if a bistable latching relay is used 
to mute and switch the complete pulse dialler circuit. In 


this mode, the pulse occurring on M1 when CE is taken 
high, with no keypad input, can be used to initiate the 
bistable latching relay. Figure 4 shows the timing diagram 
for the CE internal control mode. Initially CE is low and 
goes high on recognition of the first valid key input. Keypad 
data is entered asynchronously. 
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MV4320 




ABSOLUTE MAXIMUM RATINGS 

The absolute maximum ratings are limiting values 
above which operating life may be shortened or specified 
parameters may be degraded. 



MIN. 

MAX. 

VdD'VsS 

-0.3V 

10V 

Voltage on any pin 

VSS-0.3V 

+0.3V 

Current at any pin 


10mA 

Operating Temperature 

-40‘’C 

+ Q5^C 

Storage Temperature 

-65°C 

+ 150X 

Power Dissipation 


lOOOmW 

Derate 16mW/°Cabove 75°C. All leads soldered to PC board. 


VDDo- 


M/S< 

F01. 

F02. 


VSS. 



1 

0 (D CD 

3 (D (U 

3 (D(D 
0(0)0 






HOLD 

X1 

VDD 

X2 

X3 


Y1 

Y2 

MV4320 XTALIN 

Y3 

XTAL OUT 


L_ 



oDP 

o M1(M2) 

3<58MHz 

220k 


Fig.5 Application diagram 
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MV4320 


PIN FUNCTIONS 


VdD 

Positive voltage supply 

DP 

Dial Pulsing Output Buffer 

M1 

Mute Output (Off Normal) Buffer 

M/S 

Mark/Space (Break/Make) Ratio select. On-chip pull-down transistor to V33. 

Note: 0/C = Open Circuit 

0/C 

2:1 


3:2 

F01,F02 

Impulsing Rate-Selection. 

On-chip pull-down transistor to V33. 

* Assumes = 3.579545MHz. 

F01 

F02 

Nominal 
Impulsing Rate 

Actual* 
Inpulsinq Rate 

System 

Clock frequency 

QIC 

QIC 

10Hz 

10.13Hz 

303.9Hz 

0/C 


20Hz 

19.42Hz 

582.6Hz 

Vpn 

mSStaSm 

932Hz 


27.965.1Hz 

''dd 

Vdd 

16Hz 

15.54Hz 

466.1Hz 

CE 

Chip Enable. An active input. Control Is internal via static keyboard decode, or by external forcing. 

XTAL IN 

Crystal Input. Active, clamped low If CE = ‘0’, high impedance if CE = ‘1’. 

XTAL OUT 

Crystal Output Buffer to drive crystal. 

Vss 

System ground 

X1.X2.X3 

Column keyboard Inputs. On-chip pull-up transistors to Vnn- 
Active LOW. 

Y1.Y2.Y3.Y4 

Row keyboard Inputs. On-chip pull-up transistors to N/nn- 
Active LOW. 

HOLD 


0/C 

Normal Operation 

^DD 

No impulsing. If activated during impulsing, hold occurs when the current digit is complete 

Prevents further impulsing. On-chip pull-down transistor to V33. | 
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Semiconductors 


MV5087 

DTMF GENERATOR 


The M\/5087 is fabricated using Plessey Semiconductors’ 
ISO-CMOS high density technology and offers low power 
and wide voltage operation. An inexpensive 3.58MHz TV 
crystal completes the reference oscillator. From this 
frequency are derived 8 different sinusoidal frequencies 
which, when appropriately mixed, provide Dual-Tone Multi- 
Frequency (DTMF) tones. 

Inputs are compatible with either a standard 2-of-8, or 
single contact (form A), keyboard. The keyboard entries 
determine the correct division of the reference frequency by 
the row and column counters. 

D-to-A conversion, using R-2R ladder networks, results in 
a staircase approximation of a sinewave with low total 
distortion. 

Frequency and amplitude stability over operating voltage 
and temperature range are maintained within industry DTMF 
specifications. 

FEATURES 

H Pin-for-Pin Replacement for MK5087 
ffl Low Standby Power 
M Minimum External Parts Count 
H 3.5V to 10V Operation 

M 2-of-8 Keyboard or Calculator-Type Single Contact 
(Form A) Keyboard Input 

M On-Chip Regulation of Output Tone 
H Mute and Transmitter Drivers On-Chip 

ffll High Accuracy Tones Provided by 3.58MHz 
Crystal Oscillator 

ffl Pin-Selectable Inhibit of Single Tone Generation 



Fig. 1 Pin connections - top view 


APPLICATIONS 

DTMF Signalling for 

ffl Telephone Sets 

ffl Mobile Radio 

ffl Remote Control 

ffl Point-of-Sale and Banking Terminals 

ffl Process Control 



COLUMN INPUTS 


Fig.2 Functional block diagram 
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MV5087 


ABSOLUTE MAXIMUM RATINGS 



MIN. 

MAX. 


MIN. 

MAX. 

''dd ■ '^ss 

Voltage on any pin 

Current on any pin 
Operating temperature 
Storage temperature 

-0.3V 

VSS-0.3V 

-40 °C 

-65 °C 

10.5V 

Vdd +0-3V 
10 mA 

+85 °C 

+150 °C 

Power dissipation 

Derate 16 mW/°C above 75 °C 
(All leads soldered to PCB) 


850 mW 


DC ELECTRICAL CHARACTERISTICS 
Test conditions (unless otherwise stated): 

Tamb = +25° C, Vdd = 3.5V to 10V 


CHARACTERISTICS 

SYMBOL 

MIN 

TYP 

MAX 

UNITS 


S 

u 

p 

p 

L 

Y 

Operating Supply Voltage 

Vdd 

3.5, 


10 

V 

Ref. to Vss 

Standby Supply Current 

•dds 


0.2 

100 

uA 

Vdd= 3.5 V 

No Key Depressed 

All outputs Unloaded 


0.5 

200 

uA 

Vdd = 10V 

Operating Supply Current 

•dd 


1.0 

2.0 

mA 

Vdd= 3.5V 

One Key Depressed 

All outputs Unloaded 


5.0 

10.0 

mA 

< 

o 

o 

II 

o 

< 

1 

N 

P 

U 

T 

S 

SINGLE TONE 

INPUT HIGH VOLTAGE 

V,H 

0.7Vdd 


Vdd 

V 


INHIBIT 

INPUT LOW VOLTAGE 

V,L 

0 


0.3Vdd 

V 

INPUT RESISTANCE 

Rin 


60 


K{1 

ROW 1-4 

INPUT HIGH VOLTAGE 

V,H 

O.OVdd 



V 



V,L 

_ 


0.3Vdd 

V 



V,H 




V 


INPUT LOW VOLTAGE 

V,L 



BfcTOgfSI 

V 

0 

u 

T 

P 

u 

T 

S 

■ 

SOURCE CURRENT 

*OH 


B1 


mA 

Vdd= 3.5V, Voh= 2.5V 

No 

Keyboard 

Entry 




mA 

Vdd = 10V,= 8V 

LEAKAGE CURRENT 

*OZ 


0.1 


jjjumjn 



MUTE 

SINK CURRENT 

*OL 

0.5 



OOBSQI 

Vdd= 3.5V,Vol= 0.5V 

No 

Keyboard 

Entry 

1.0 



mA 

VoD =10V,Vo, = 0.5V 

SOURCE CURRENT 

*OH 

-0.5 



mA 

Vdd= 3.5V, Voh= 3.0V 

Keyboard 

Entry 

-1.0 



mA 

Vdd = 10V, Vo„ = 9.5V 


AC ELECTRICAL CHARACTERISTICS 
Test conditions (unless otherwise stated): 

Tamb = +25°C, Vdd = 3.5V to 10V 


CHARACTERISTICS 

SYMBOL 

MIN 

TYP 

MAX 

UNITS 


I 

TONE OUT 

ROW TONE 

OUTPUT VOLTAGE 

V 

'^OR 

320 

400 

500 


Single Tone 

Rl = 1K12 

COLUMN TONE 
OUTPUT VOLTAGE 

< 

o 

o 

400 

500 

630 

^^RMS 

EXTERNAL LOAD 
IMPEDANCE 

Rl 

700 



n 

Vdd= 3.5V 

330 



12 

> 

o 

II 

Q 

Q 

> 

OUTPUT DISTORTION 




-20 

dB 

Total out-of-band power relative to 
sum of row and column 
fundamental power 

PRE EMPHASIS, High Band 


1 


3 

dB 


Tone Output Rise Time 

‘r 


3 

5 

ms 
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MV5087 


PIN FUNCTIONS 


PIN 

NAME 

DESCRIPTION 

1 

^dd 

Positive Power Supply 

2 

XMITR 

Emitter output of a bipolar transistor whose collector is connected to V^q. With 
no keyboard input this output remains at Vnn and a keyboard Input changes the 
output to a high impedance state. The state of Single Tone Inhibit input has no 
effect on XMITR output. 

3,4,5,9 

Column 1-4 

These inputs are held at Vgg by resistors Rc and sense a valid logic level (approx 

V 2 Vqq) when tied to a Row Input. 

6 

Vss 

Negative Power Supply (OV) 

7,8 

OSC In, 

OSC Out 

On-chip inverter completes the oscillator when a 3,579545 MHz crystal Is 
connected to these pins. OSC In Is the inverter input and OSC Out is the output. 

10 

Mute 

This CMOS Output switches to with no keyboard input and to Vnn with a 

keyboard input. This output is unaffected by the state of Single Tone Inhibit. 

11,12,13,14 

Row 1-4 

These inputs are held at by resistors Rr and sense a valid logic level (Approx 

V 2 Vdo) when tied to a column input. 

15 

Single Tone 
Inhibit 

This input has a pull-up resistor to Vqd and when left unconnected or tied to Vqq, 
single or dual tones may be generated. When Vgs is applied dual tones only are 
generated and no input combinations will cause generation of a single tone. 

16 

Tone Out 

Emitter output of a bipolar NPN transistor whose collector is tied to Vdq. Input to 
this transistor is from an op-amp which mixes, and regulates the output level of, 
the row and column tones. 


ROW AND COLUMN INPUTS 

These inputs are compatible with the standard 2-of-8 
keyboard, single contact (form A) keyboard and electronic 
input. Figures 3 and 4 show these input configurations, and 
Fig. 5 shows the Internal structure of these Inputs. 

When operating with a keyboard, dual tones are generated 
when any single button is pushed. Single tones are 
generated when more than one button is pushed in any row 


COL-^ A-POW 

CLASS A KEYBOARD 


- 1^ -COL 

-A A-ROW 

2 OF 8 DTMF KEYBOARD 


Fig.3 Keyboard configuration 


Voo-p 

-1 

Vss- 1 

' - COLUMN 

Vdd- 

1 - ROW 

Vss - L 

_ 1 


Fig. 4 Electronic input 


or column. No tones are generated when diagonally- 
positioned buttons are simultaneously pressed. 

An electronic input to a single column generates that 
single column tone. Inputs to multiple columns generates no 
tone. An electronic input to a single row generates no tone 
and a single row tone may be generated only by activating 2 
columns and the desired row. 



Vdo 




|rr 


V. Row input 

^\.^sensing circuit 

ROW 

] 

STATIC 


INPUT 


PROTECTION 






s. Column input 

sensing circuit 

COLUMN 


STATIC 


INPUT 

T 

PROTECTION 




|rc 

Vss 




Fig.5 Row and column inputs 
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MV5087 


OUTPUT FREQUENCY 

Table 1 shows the output frequency deviation from the 
standard DTMF frequencies when a 3.58MHz crystal Is used 
as the reference. 

The row and column output waveforms are digitally 
synthesised using R-2R D-to-A converters (see Fig.6), 
resulting in a ‘staircase’ approximation to a sinewave. An op- 
amp mixes these tones to produce a dual-tone waveform. 
Single tone distortion is typically better than 7% and all 
distortion components of the mixed dual-tone should be - 
30dB relative to the strongest fundamental (column tone). 


standard DTMF 

Tone Output 

% Deviation 

(Hz) 

Frequency Using 

From Standard 


3.579545 MHz 




Crystal 




~f, 697 

701.3 

+ 0.62” 



770 

771.4 

+ 0.19 

Low 

Row 




852 

857.2 

+ 0.61 

Group 


f, 941 

935.1 

-0.6:^ 



“f, 1209 

1215.9 

+ 0.5f 



fg 1336 

1331.7 

-0.32 

High 

Column 





f, 1477 

1471.9 

-0.35 

Group 


Jg 1633 

1645.0 

+ 0.73_ 



Table 1 Output frequency deviation 



DISTORTION MEASUREMENTS 

THD for the single tone is defined by: 

100 ( J vl + + V|, + --V', ) o/o 

V 

fundamental 

Where V 2 f -- Vnf are the Fourier components of the waveform. 

THD for the dual'tone is defined by: 


100 (xT 


where Vrow is the row fundamental amplitude 

VcoL is the column fundamental amplitude 

V 2 R “ VnR are the Fourier component amplitudes of the row frequencies 
V 2 C — Vnc are the Fourier component amplitudes of the column frequencies 
ViMD is the sum of all intermodulation components. 
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MV5089 

DTMF GENERATOR 


The MV5089 is fabricated using Plessey Semiconductors’ 
ISO-CMOS high density technology and offers low power 
and wide voltage operation. An inexpensive 3.58MH2 TV 
crystal completes the reference oscillator. From this 
frequency are derived 8 different sinusoidal frequencies 
which, when appropriately mixed, provide Dual-Tone Multi- 
Frequency (DTMF) tones. 

Inputs are compatible with a standard 2-of-8 active-low 
keyboard and the keyboard entries determine the correct 
division of the reference frequency by the row and column 
counters. D-to-A conversion, using R-2R ladder networks, 
results in a ‘staircase’ approximation of a sinewave with low 
total distortion. 

Frequency stability over operating voltage and 
temperature range are maintained within industry DTMF 
standards. 


FEATURES 

■ Pin-for-Pin Replacement for MK5089 

■ Low Standby Power 

■ Minimum External Parts Count 

■ 2.75V to 10V Operation 

■ 2-of-8 Keyboard Input 

■ High Accuracy Tones Provided by 3.58MHz 
Crystal Oscillator 

■ Pin-Selectable Inhibit of Single Tone Generation 



APPLICATIONS 

DTMF Signalling for 

H Telephone Sets 
■ Mobile Radio 
H Remote Control 
H Point of Sale and Banking Terminals 
H Process Control 


ROW INPUTS 



12 3 4 

^ M 


COLUMN INPUTS 
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Fig.2 Functional block diagram 






MV5089 


ABSOLUTE MAXIMUM RATINGS 



MIN. 

MAX. 


MIN. 

MAX. 

'^DD ■ ''SS 

Voltage on any pin 

Current on any pin 
Operating temperature 
Storage temperature 

-0.3V 

VSS-0.3V 

-40°C 

-65 °C 

10.5V 

Vdd +0-3V 

10 mA 

+85°C 

+150°C 

Power dissipation 

Derate 16 mW/°C above 75 °C 
(All leads soldered to PCB) 


850 mW 


DC ELECTRICAL CHARACTERISTICS 
Test conditions (unless otherwise stated): 

Tamb = +25°C, Vdd = 3V to 10V 


CHARACTERISTICS 

SYMBOL 

MIN 

TYP 

MAX 

UNITS 


S 

u 

p 

p 

L 

Y 

Operating Supply Voltage 

Vdd 

2.75 


■i 

V 

Ref. to Vss 

Standby Supply Current 

•dds 



||[|^|| 

uA 

> 

CO 

II 

Q 

Q 

> 

No Key Depressed 

All outputs Unloaded 


0.5 

200 

uA 

Vdd = 10V 

Operating Supply Current 

•dd 




mA 

> 

CO 

II 

Q 

Q 

> 

One Key Depressed 

All outputs Unloaded 


5.0 

10.0 

mA 

Vdd = 10V 

1 

N 

P 

U 

T 

S 

SINGLE TONE 

INPUT HIGH VOLTAGE 

V,H 

OJVdd 


Vdd 

V 


INHIBIT. 

INPUT LOW VOLTAGE 

V,L 

0 


PfcTOI 

V 

TONE DISABLE 

INPUT RESISTANCE 

Rin 


60 


Kil 

ROW 14 

INPUT HIGH VOLTAGE 

V,H 

OJVdd 


Vdd 

V 


COLUMN 14 

INPUT LOW VOLTAGE 

V|L 

0 


0.3Vdd 

V 

0 

u 

T 

P 

u 

T 

S 

ANY KEY 

DOWN 


•OL 

0.5 



mA 

Vdd= 3V,Vol = 0.5V 




mA 

Vdd = 10V, Vol = 0.5V 

LEAKAGE CURRENT 

'oz 




uA 

~1 

II 

Q 




■ 

■ 

■ 




AC ELECTRICAL CHARACTERISTICS 
Test conditions (unless otherwise stated): 

Tamb = +25°C, Vdd = 3V to 10V 


CHARACTERISTICS 



TYP 

MAX 

UNITS 



TON E OUT OUTPUT LEVEL, ROW 

VouT 

-10 

-8 

-7 

dBm 


PRE EMPHASIS, High Band 


EM 


3.0 

dB 


OUTPUT DISTORTION (Dual Tone) 


■ 

■ 

-20 

dB 

Total out-of-band power relative to 
sum of row and column 
fundamental power 

Tone Output Rise Time 

t 

r 

■ 

3 

5 

ms 

Time for waveform to reach 90% 
of magnitude of either frequency 
from initial keystroke 
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MV5089 

PIN FUNCTIONS 


PIN 

NAME 

DESCRIPTION 

1 

Vdd 

Positive Power Supply 

2 

TONE DISABLE 

This input has an internal pull-up resistor to Vdd- When connected to Vss no 
tones are generated by any key depression allowing the keyboard to be used 
for purposes other than DTMF signalling. 


COLUMN 1-4 

These CMOS inputs are held at Vdd by an internal pull-up resistor 
and are activated by the application of Vss- 

6 

Vss 

Negative Power Supply (OV) 

7,8 

OSCIN,OSCOUT 

On-chip inverter completes the oscillator when a 3,58 MHz Crystal is 
connected to these pins. OSC IN is the inverter Input and OSC OUT 
is the output. 

10 

Any Key Down 

This is an NMOS transistor output which switches to Vss while any key 
is depressed. Otherwise this output Is high impedance. Switching is 
independent of Tone Disable and Single Tone Inhibit. 

11,12,13,14 

Row 1-4 

As Column 1-4 inputs. 


Single Tone 
Inhibit 

This Input has a pull-down resistor to Vgg. When left unconnected or 
tied to Vgs, dual tones may be generated, but keyboard input com¬ 
binations resulting in single tone generation are inhibited. When Vp^ 
is applied single or dual tones may be generated. 

16 

Tone Out 

Emitter output of a bipolar NPN transistor whose collector Is tied toVoo - 
Input to this transistor is from an op-amp which mixes the Row and Column 
tones. 


ROW AND COLUMN INPUTS 

These inputs are compatible with the standard 2-of-8 
keyboard or with an electronic input. Figures 3 and 4 show 
these input configurations and Fig,5 shows the internal chip 
structure of these inputs. 

When operating with a keyboard, dual tones are generated 
when any single button is pushed. 

With Single Tone Inhibit at Vdd, connection of Vss to a 
single column causes the generation of that Column tone. 


Vdd-1 1— 

-COLUMN 

Vss- 1 - 1 


- 1 r 

-^ 

Vss-'-' 



Fig.4 Electronic input 



Fig.3 2 of 8 DTMF keyboard 
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OUTPUT FREQUENCY 

Table 1 shows the output frequency deviation from the 
standard DTMF frequencies when a 3.58MHz crystal Is used 
as the reference. 

The row and column output waveforms are digitally 
synthesised using R-2R D-to-A converters (see Fig.6) 
resulting in staircase approximations to a sinewave. An op- 
amp mixes these tones to produce a dual-tone waveform. 
Single tone distortion is typically better than 7 % and all 
distortion components of the mixed dual-tone should be - 
30dB relative to the strongest fundamental (column tone). 



Standard DTMF 

Tone Output 

% Deviation 



(Hz) 

Frequency Using 

From standard 




3.579545 MHz 






Crystal 





697 

701.3 

+ 0.6^ 


Row 

*2 

770 

771.4 

+ 0.19 

Low 


852 

857.2 

+ 0.61 

Group 


_f4 

941 

935.1 

-0.63_ 




1209 

1215.9 

+ 0.57 




1336 

1331.7 

-0.32 

High 

Column 







1477 

1471.9 

-0.35 

Group 



1633 

1645.0 

+ 0.73_ 









Table 1 Output frequency deviation 



DISTORTION MEASUREMENTS 

THD for the single tone is defined by: 


100 ( J vl + + --V2, ) % 


V 

Where V2f~ Vnf are the Fourier components of the waveform. 
THD for the dual tone is defined by: 


fundamental 


^ ^ ^ ^3R ^nR ^2C ^3C ^nc + ^IMD ) 

\/ ^ROW ^COL 


where Vrow is the row fundamental amplitude 

VcoL Is the column fundamental amplitude 

V2R — VnR are the Fourier component amplitudes of the row frequencies 
V2C — Vnc are the Fourier component amplitudes of the column frequencies 
ViMD is the sum of all intermodulation components. 
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Fig.7 connection diagram 







PRELIMINARY INFORMATION 



The MV6001 is a combined HDLC transceiver and DMA 
controller capable of providing serial communications at 
rates up to 128K bits/second, and handling direct memory 
access clock rates up to 8MHz. 

FEATURES 

■ Data Rates up to 128K Bits/s 

■ DMA Rate up to 8MHz 

■ Low Power CMOS 

I Simple Interfacing to Popular 8-Bit Processors 

■ Frame Length up to 2K Bytes 

M Low Host-Processor Overhead 

■ Conforms to ECMA40 and Related Standards 
(CCITT X.25, X.75, 1.440, ISO3309, ANSI X3.66, 
FED-STD 1003, FIPS71) 

APPLICATIONS 

■ ISDN Terminals 

■ LANs 

■ X25 p.s.s. Networks 

ORDERING INFORMATION 

MV6001 BO DP (Commercial Plastic DIP) 

MV6001 BO DG (Commercial Ceramic DIP) 


gndC 

1 

40 

] Vcc 


Ao [ 

2 

39 

] MRD 


A,: 

3 

38 

] MWR 


A2C 

4 

37 

D MR 


a3: 

5 

36 

] BRQ 


A,C 

6 

35 

] BAK 


Ab[ 

7 

34 

] CS 


As [ 

8 

33 

] DMACK 


A7[ 

9 

32 

3 M 


gnd[ 

10 

MV6001 

31 

1 WR 


TST [ 

11 

30 

3 MODE 


Ag/Do C 

12 

29 

3 TXop 


As/DiC 

13 

28 

3 Tck 


Aio/D2[ 

14 

27 

3 Rck 


Aii/DsC 

15 

26 

3 RXip 


A 12 /D 4 c 

16 

25 

3 AEN 


A13/D5 c 

17 

24 

3 ASB 


Ai4/Db[ 

18 

23 

3 Rint 


A15/D7[ 

19 

22 

3 Tint 


gndC 

20 

21 

3 ToP2 





DP40 

DG40 


Fig.1 Pin connections - top view 



Fig.2 Block diagram 
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PIN DESCRIPTION 


Pin No. 

Name 

I/O 

Function 

1,10,20 

GND 


OV supply. All 3 pins must be connected. 

2-9 

Ao - A? 

I/O 

Address Bus. Output for memory Ao - Az addressing. Input for register 
addresses Ao - Ao. 

11 

TST 

I 

Test Enable. Tie to GND for normal operation. 

12-19 

Aa^Do - Ai5^D7 

I/O 

Data Bus/High Order Address. Multiplexed data and address bus. 

21 

ToP2 

o 

Transmitter Out. Alternative output to TXop. This output is not affected by 
loop back (see Operating Notes - LOOPBACK). 

22 

T INT 

0 

Transmitter Interrupt. An interrupt is generated whenever transmission 
of a frame is ended, either following the last FCS byte of a complete frame of when 
an abort sequence is transmitted. The interrupt is reset by the control 
register. 

23 

Pint 

0 

Receiver Interrupt. An interrupt is generated whenever a frame is received. 

The interrupt Is reset by the counter register. 

24 

ASB 

0 

Address Strobe. Strobes the Address High byte from the 

Data/Address Bus into an external latch. 

25 

AEN 

0 

Address Enable. Enables the external address latch. 

26 

RXiP 

I 

Receiver Input. Serial HDLC data input, clocked in by RCK. 

27 

RCK 

I 

Receiver Data Clock. Provides clock to the receiver section, frequency 
should be at the required data rate, this need not necessarily the the same as the 
transmit data rate. 

28 

TCK 

I 

Transmitter Data Clock. This input provides a clock signal for the 
transmitter section and should be set to the desired transmit data rate. 

29 

TXop 

0 

Transmitter output. Main transmitter output for serial data. 

30 

MODE 

I 

Bus Control Mode Select. Controls the polarity of BAK and BRQ. 

MODE = Vcc gives active LOW, MODE = GND gives active HIGH. 

31 

WR 

I 

Write Register. Loads data from data bus into register addressed by Ao - As. 

32 


I 

Read Register. Reads addressed register onto data bus. 

33 

DMACK 

I 

DMA Clock. This input provides clock to the DMA section. The DMA clock rate 
should be at least ten times the sum of the transmit and receive data rates. 

34 

CS 

I 

Chip Select. Enables RD and WR inputs. 

35 

BAK 

I 

Bus Acknowledge. Input from processor relinquishing control of bus. See 
pin 30, Bus Mode Select. 

36 

BRQ 

0 

Bus Request. Output to processor requesting the bus for a DMA cycle. See pin 

30, Bus Mode Select. 

37 

MR 

I 

Master Reset. Resets everything. 

38 

MWR 

o 

Memory Write. This is a three-state output to write data into memory during 

DMA cycles. 

39 


0 

Memory Read. 3-state output to read data from memory during DMA cycles. 

40 

Vcc 


+5V± 10% supply. 
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HDLC FRAME CONSTRUCTION 

_ USER FIELDS 



^2047 BYTES 


01111110 

FLAG 

ADDRESS 

1 OR N* BYTES 

CONTROL 

1 OR 2 BYTES 

DATA 

FRAME CHECK SEQUENCE 

2 BYTES 

01111110 

FLAG 


START FINISH 


I-MV6001 GENERATED 

*N is any integer Fig 3 


Fig.3 shows the construction of an HDLC frame. The start 
and finish of the frame are determined by FLAGS (the binary 
pattern 01111110). To prevent spurious recognition of flags 
in the user fields, the transmitter automatically inserts a ‘0’ 
after five successive ‘1 ’s. The inserted ‘O’s are removed by the 
receiver, and hence are not seen by the user. Each HDLC 
frame contains a 2 byte frame check sequence produced by 
a cyclic redundancy generator in the transmitter. This 
sequence is checked by the receiver to validate the frame. 

There are two other sequences which have specific 
meanings - IDLE and ABORT. The IDLE state is the 
transmission of at least 15 continuous ‘Ts without, inserted 
zeros. ABORT is 7 to 14 consecutive ‘Ts without inserted 
zeros sandwiched between two zeros. 

FUNCTIONAL DESCRIPTION 

The MV6001 consists of four main sections; transmitter, 
receiver, DMA unit and register bank. Each of the transmitter, 
receiver and DMA unit have their own clocks running at the 
required data rates. There are no restrictions on the relative 
timing between transmit and receive clocks, the DMA clock 
rate should be greater than ten times the sum of the transmit 
and receive clock rates. 

Transmission 

In its steady state the transmitter produces a continuous 
stream of FLAGS until the control register is loaded with a 
transmit instruction. The transmitter then, at intervals, 
requests the DMA unit to fetch a byte of data. This is then 
transferred from the system memory via the data bus to the 
transmitter. (If the DMA unit should fail to fetch a byte of data 
by the time the next request arrives then an under-run will 
occur and the transmitter will transmit an ABORT sequence). 
Data is converted into a serial stream with inserted zeros after 
five ones, and the 16-bit frame check sequence is appended 
at the end of each frame. As soon as the last bit of the FCS 
has been clocked out, the Tint output goes low to Inform the 
processor that transmission has ended. 

INITIALISATION 

To start transmission, two items of information are 
required - the start address for the data to be transmitted, and 
the length of the user fields are loaded into the TA and TFL 
registers respectively, after which the transmit enable bit (Do) 
can be set at any time to start transmission. Once a 
transmission has been started, the only way it can by stopped 
Is to set the abort bit (Di). The transmitter will then transmit 
the abort sequence followed by flags . Transmitter reset (D 2 ) 
resets the transmitter interrupt Tint, clears the TA and TFL 
registers and bits Do and Di of the status register. Transmitter 
reset is disabled during a transmission. 


Interrupt 

A transmitter interrupt (Tint) is generated whenever a 
transmission ceases, the status register can then be read to 
check If the frame was aborted or not. The interrupt is reset 
by writing a transmitter reset to the control register. NB. The 
status register must be read before a transmitter reset as this 
will alter the contents of the status register. 

Status 

The transmitter has two status bits - transmitting data (Do) 
and abo rt (D i). The transmitting data bit should always be 
low after TiNTsignifying that transmission is ended. The abort 
bit will be high whenever a frame is aborted either by an abort 
instruction to the control register, or internally due to an 
under-run. 

Reception 

The receiver accepts serial data, removes inserted zeros 
and checks the frame check sequence. For each byte of data 
received, the receiver section generates a DMA request to 
transfer the data to memory. If the DMA controller fails to 
make the transfer before the next request from the receiver, 
then the receiver will drop out and give a receiver interrupt 
with the code in the status register for overrun. If the number 
of bytes received reaches the number in the receive 
maximum frame length register the receiver will drop out and 
give an interrupt with the code in the status register for frame 
too long. 

Initialisation 

The RA register (2 bytes) Is loaded with the address where 
the first received byte of data is to be stored. The RMFL 
register (11 bits) is loaded with the maximum number of 
bytes in the user fields plus 3 bytes (+2 bytes for the FCS, 
+1 byte because an interrupt will occur when the frame 
length is equal to the length set by the number in the 
register). 

Control 

The receiver has two control bits in the control register, 
receive enable (Da) and receive reset (D4). Once the RA 
and RMFL registers have been loaded, the receive enable bit 
can be set at any time to allow the receiver to receive a frame. 
Once set, the receive enable bit cannot be overwritten and 
receive reset Is disabled until a frame has been received. 

Receiver reset will reset the Pint Interrupt bit, registers RFL, 
RMFL, RA and bits D 2 - D? of the status register. 
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Interrupt 

A receive interrupt (Rint) is generated whenever a frame is 
received. The status register can then be read to check the 
status of the received frame. The interrupt is reset by writing 
a receiver reset to the control register. Since the reset will 
clear the receiver bits in the status register, the register must 
be read before writing the reset to the control register. 

Status 

The receiver uses bits D 2 - D? of the status register (see 
Figs. 5 and 6). A valid frame is indicated by both ‘over run’ (D e) 
and ‘frame too long’ (D?) bits being high. Following Pint the 
‘free to receive’ bit (D 2 ) should be low, indicating that a frame 
has been received. The abort, overrun and long frame bits 
will be set according to the state of the frame received. The 
flag (D4) and idle (Da) bits monitor the incoming signal 
continuously even when the receiver is disabled. 


Frame Length Register 

Having received a frame and read the status register, the 
received frame length can be read from the RFL register. The 
frame length is given as an eleven bit number and includes 
the 2 FCS bytes in the count. The register should be read 
before a receiver reset. 

Loopback 

Bit D? of the control register, the loopback bit Is provided 
for testing purposes. When the bit is set high an internal 


connection is made between the transmitter output and 
receiver input. The main transmitter output (TXop) transmits 
IDLE (transmitted data is always available on T 0 P 2 ). The 
receiver is clocked from TCK. The loopback bit will respond 
to every write to the control register. 

Direct Memory Access (Fig.11) 

All data transfers to or from memory are carried out by the 
DMA controller. Each time it receives a request from the 
transmitter or receiver it will carry out one DMA cycle, i.e. 
only one byte is transferred at a time. Clashes between 
transmitter and receiver are resolved in favour of the receiver, 
otherwise operation is on a first come, first served basis. 

Registers 

Fig.7 shows the addresses for the various instruction and 
status registers. All registers are readable from and writable 
to except for S, C and RFL. The S and C registers have the 
same address, which one is accessed is determined by 
whether a read (status) or write (control) operation is carried 
out. Transmitter registers should not be written to when 
transmitting (except to ABORT a frame), likewise receiver 
registers should not be written to when receiving. The TA 
and RA registers update continuously during transmission 
and reception respectively, giving the next address to be read 
from or written to. 


D? 

De 

Ds 

D4 

D3 

D2 

Di 

Do 

LOOPBACK 

ENABLE 

DON’T 

CARE 

DON’T 

CARE 

RECEIVE 

RESET 

RECEIVE 

ENABLE 

TRANSMIT 

RESET 

TRANSMIT 

ABORT 

TRANSMIT 

ENABLE 


Fig.4 Control register 


Dr 

De 

Ds 

D4 

Ds 

D2 

Di 

Do 

RECEIVED 
FRAME 
TOO LONG 

RECEIVED 

OVERRUN 

FRAME 

RECEIVED 

ABORT 

RECEIVING 

FLAGS 

RECEIVING 

IDLE 

FREE TO 
RECEIVE 

TRANS¬ 

MISSION 

ABORTED 

TRANS¬ 

MITTING 

DATA 


A 


RECEIVE BITS 


'-TRANSMIT BITS- 


Fig.5 Status register 
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Status Register 


D7 

De 

Ds 

D4 

D3 

D2 

Di 

Do 

Condition 

X 

X 

X 

X 

X 

X 

0 

1 

Currently transmitting data 

X 

X 

X 

X 

X 

X 

0 

0 

Transmitter disabled, transmission COMPLETE (status read after an 
interrupt) 

X 

X 

X 

X 

X 

X 

1 

0 

Transmitter disabled, transmission ABORTED (status read after an 
interrupt) 

X 

X 

X 

X 

X 

1 

X 

X 

Receiver enabled, free to receive 

X 

X 

X 

0 

0 

X 

X 

X 

Currently receiving data 

X 

'X 

X 

0 

1 

X 

X 

X 

Receiving IDLE 

X 

X 

X 

1 

0 

X 

X 

X 

Receiving FLAGS 

0 

0 

1 

X 


0 

X 

X 

Receiver disabled, ABORTED frame received (status read after an 
interrupt) 

0 

1 

0 

X 

X 

0 

X 

X 

Receiver disabled, OVERRUN frame received (status read after an 
interrupt) 

1 

0 

0 

X 

X 

0 

X 

X 

Receiver disabled, TOO LONG frame received (status read after an 
interrupt) 

1 

1 

0 

X 

X 

0 

X 

X 

Receiver disabled, VALID frame received (status read after an 
interrupt) 


Fig.6 Status conditions 


Register 

Function 

Length 

(Bits) 

Address 

(Hex) 

Aa 

A2 

Ai 

Ao 

R/W 

TFL 

Transmitter Frame Length LS Byte 

8 

2 

0 

0 

1 

0 

R/W 

Transmitter Frame Length MS Byte 

3 

3 

0 

0 

1 

1 

R/W 

TA 

Transmitter Address LS Byte 

8 

6 

0 

1 

1 

0 

R/W 

Transmitter Address MS Byte 

8 

7 

0 

1 

1 

1 

R/W 

S 

Status 

8 

9 

1 

0 

0 

1 

R 

C 

Control 

8 

9 

1 

0 

0 

1 

W 

RFL 

Receiver Frame Length LS Byte 

8 

-1 

A 

1 

0 


0 

R 

Receiver Frame Length MS Byte 

3 I 

B 

1 

0 

1 

1 

R 

RMFL 

Receiver Maximum Frame Length LS Byte | 

8 

C 

1 

1 

0 

0 

R/W 


Receiver Maximum Frame Length MS Byte I 

3 

D 

1 

1 

0 

1 

R/W 

RA 

Receiver Address LS Byte 

8 

E 

1 

1 

1 

0 

R/W 

Receiver Address MS Byte 

8 

F 

1 

1 

1 

1 

R/W 


Fig. 7 Register addresses 
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Fig. 10 DMA timing 


MV6001 



JV 


STABLE 
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* During a read cycle, MWR stays high and similarly during a write cycle MRD stays high. All other external signals are the same 
for both cycles. 


ABSOLUTE MAXIMUM RATINGS 


Supply voltage Vcc 
Input voltage Vin 
Output voltage Vout 
Clamp diode current per pin Ik 
(S ee Note 2) 

Static discharge voltage 
Storage temperature Ts 
Ambient temperature with power 
applied Tamb 


-0.3V to 7.0V 
-0.3V to Vcc +0.3V 
-0.3V to Vcc +0.3V 

±18mA 

-65 °C to +150‘’C 

-40°Cto +85 °C 


NOTES 

1. Exceeding these ratings may cause permanent damage. 
Functional operation under these conditions is not implied. 

2. Maximum dissipation of 1 second should not be exceeded, only 
one output to be tested at any one time. 


ELECTRICAL CHARACTERISTICS 
Test conditions (unless otherwise stated): 

Tamb = -40°C to +85°C, Vcc = 5.0V + 10%, Ground = OV 

Static Characteristics 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Output high voltage 

VOH 

Vcc-2 



V 

loH = 0.8mA 

Output low voltage 

VOL 



0.4 

V 

loL = 1.6mA 

Input high voltage 

ViH 

2.2 



V 


Input low voltage 

ViL 



0.8 

V 


Input leakage current 

II 

-10 


+10 


GND^ ViN^ Vcc 

Vcc current 

Icc 



1 

mA 

Tamb = -40 °C to +85 °C 

Output leakage current 

loz 

-50 


+50 


GND ^ VouT^ Vcc 

Output S/C current 

_i 

I OS 

15 


80 

mA 

Vcc = Max 
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Switching Characteristics 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Maximum DMA clock frequency 

FDMACK 

8 



MHz 


Maximum TX clock frequency 

FTCK 

128 



kHz 


Maximum RX clock frequency 

FRCK 

128 



kHz 


Minimum MR duration 

trs 




ns 

Fig.8(a) 

RXIP to RCK set-up time 

tsu 

0 



ns 

Fig.8(b) 

RXIP to RCK hold time 

th 

90 



ns 

Fig.8(b) 

BAK to DMACK set-up time 

tsu 

0 



ns 

Fig.8(b) 

BAK to DMACK hold time 

th 

25 



ns 

Fig.8(b) 

Delay DMA clock to MRD 

td 


40 

55 

ns 

Fig.8(c) 

Delay DMA clock to MWR 

td 


40 

55 

ns 

Fig.8(c) 

Delay RCK I to Rint 

td 


50 

110 

ns 

Fig.8(d) 

Delay, TCK to Tint 

td 


60 

90 

ns 

Fig.8(c) 

Delay, TCK I or RCK * to BRQ 

td 


70 

90 

ns 

Fig.8(c) & (d) 

Delay, DMACK to AEN 

td 


40 

55 

ns 

Fig.8(c) 

Delay, DMACK to ASB 

td 


40 

55 

ns 

Fig.8(c) 

Delay, TCK to TXop 

td 


70 

115 

ns 

Fig.8(c) 

Delay, TCK to Top 2 

td 


60 

115 

ns 

Fig.8(c) 

Hold, DMACK to MRD 

th 


90 

130 

ns 

Fig.8(d) 

Hold, DMACK to MWR 

th 


50 

75 

ns 

Fig.8(d) 

Hold, DMACK to BRQ 

th 


60 


ns 

Fig.8(d) 

Hold, DMACK to AEN 

th 


30 

55 

ns 

Fig.8(d) 

Hold, DMACK to ASB 

th 


40 

55 

ns 

Fig.8(d) 

Data to WR set-up 

tsu 




ns 

Fig.9(a) 

WR to data hold 

th 




ns 

Fig.9(a) 

RD to data delay 

td 


50 


ns 

Fig.9(b) 

RD to data hold 

th 




ns 

Fig.9(b) 

DMACK to data/address delay 

td 


60 


ns 

Fig.10 
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MV8804 

8x4 BIDIRECTIONAL ANALOG SWITCH ARRAY 


The MV8804 is a CMOS/LSI 8x4 Analog Switch Array 
incorporating control memory (32 bits), decoder and digital 
logic level converters. The circuit has digitally-controlled 
analog switches having very low ‘ON’ resistance and very low 
‘OFF leakage current. The switches will operate with analog 
signals at frequencies up to 40MHz and up to 13.0V peak-to- 
peak. A ‘HIGH’ on the Master Reset input switches all 
channels ‘OFF and clears the memory. The MV8804 is ideal 
for crosspoint switching applications. 


FEATURES 

Bi Microprocessor Compatible Control Inputs 
H On-Chip Control Memory And Address Decoding 
H Row Addressing 

B Master Reset 

fl 32 Crosspoint Switches in 8 x 4 Array 

fl 5.0V to 13.0V Operation 

fl Low Crosstalk Between Switches 

B Low On Resistance: 90ii (typ.) At 10V 
B Matched Switch Characteristics 

B Switches Frequencies Up To 40MHz 



APPLICATIONS 

B PABX And Key Systems 
B Data Acquisition Systems 
B Test Equipment/Instrumentation 
B Analog/Digital Multiplexers 



Fig. 2 MV8804 functional block diagram 
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ABSOLUTE MAXIMUM RATINGS 

Exceeding these ratings may cause permanent damage. Functional operation under these conditions is not implied. 



Min. 

Max. 


Min. 

Max. 

Vdd - Vss 

-0.3V 

16V 

Storage temperature 

-65° C 

+125°C 

Vdd - Vee 

-0.3V 

16V 

(DP package) 



Vss - Vee 

-0.3V 

16V 

Power dissipation 


1200mW* 

Voltage on any logic pin 

Vss -0.3V 

Vdd +0.3V 

(DG package) 



Voltage on any line (Vl) or junctor (Vj) 

Vee -0.3V 

Vdd +0.3V 

Power dissipation 


600mW** 

Current at any logic pin 


10mA 

(DP package) 



Operating temperature (all packages) 

-40° C 

+85° C 




Storage temperature (DG package) 

-65° C 

+150°C 





* Derate 16mW/°C above 75° C. All leads soldered to PC board. 
** Derate 6.3mW/°C above 25°C. All leads soldered to PC board, 


AC ELECTRICAL CHARACTERISTICS 
Test conditions (unless otherwise stated): 

Tamb = +25° C, Vss - Vee = OV, Vis = 5V p-p, Cl = 50pF, Rl = 10kO, tr = tf = 20ns (input signal) 


Characteristic 

Symbol 

Value 

Units 

• 

Conditions 

■ ■ ■ 

Min. 

Typ. 

Max. 

Sine wave response (distortion) 



0.1 

■ 

% 

Vdd = 13V ) 




mam 


% 

N 

I 

II 

_c 

S 

II 

Q 

Q 

> 




wm 


% 

Vdd = 5V ) 

Frequency response channel ‘ON’ 



40 


MHz 

Vc = Vdd = 10V, Ys = -3dB 

(sine wave input) 






Vi 

Feedthrough channel ‘OFF 



-40 


dB 

Vdd = 10V, Vc = Vee, Rl = IkO, 







fin = 1MHz 

Crosstalk between any two 



-40 


dB 

fin = 1.0MHz ) Vdd = 10V, Switch A 

channels 



-90 


dB 

fin = 3.4kHz ) ‘ON’,Switch B ‘OFF 

Propagation delay 

tPS 


10 


ns 

Vdd = 10V, Switch ‘ON’ 

Signal Input to signal output 







Turn ‘ON’ propagation delay 

tPLH 


200 


ns 

Vdd = 10V 

Data input to signal output 

tPHL 


400 


ns 

Vdd = 5V 

Address enable to signal output 

tPAE 


300 


ns 

> 

o 

II 

Q 

Q 

> 




600 


ns 

Vdd = 5V 

Minimum address enable (AE) 

tAE 


90 


ns 

Vdd = 10V 

Pulse width 



225 


ns 

Vdd = 5V 

Minimum set-up time 







Address to AE 

ts 

0 

50 


ns 

Vdd = 10V 



0 

90 


ns 

Vdd = 5V 

Data in to AE 

ts 


50 


ns 

Vdd = 10V 




90 


ns 

Vdd = 5V 

Minimum Hold .Time 

th 


50 


ns 

Vdd = 10V 

Address or data in to 



90 


ns 

Vdd = 5V 

address enable 







Memory reset time 

tMR 


175 


ns 

Vdd = 10V. Rl = IkO 

Memory reset recovery time 

Tmrr 


150 


ns 

RL=ikn 




250 


ns 

Vdd = 5V ) 
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DC ELECTRICAL CHARACTERISTICS 
Test conditions (unless otherwise stated): 

Tamb = +25° C, Vss = Vee = OV 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Operating voltage range 








Digital 

Vdd - Vss 

5 

5 

13 

V 



Analog 

Vdd - Vee 

5 

10 

13 

V 



Logic level converter 

Vss - Vee 

0 

5 

12 

V 



On state resistance 

Ron 


75 

108 

Q 

Vdd 

= 13V) 




90 


Q 

Vdd 

= 10V [ Vj = Vl = 0.6V 




240 


Q 

Vdd 

= 5V ) 

Difference in On state 

Ron 


20 


Q 

Vdd 

= 13V 

Resistance between any switches 



30 


Q 

Vdd 

= 10V 

Off state leakage current 

lOFF 


±0.01 

±500 

nA 

Vdd 

= 13V, selected crosspoint in 

(any Ijne to any junctor) 






Off state 

Input logic ‘0’ level 

ViL 


4.5 


V 

Vdd 

Vis = Vdd through IkO 




2.25 

1.5 

V 

Vdd 

= 5V ) ^ 

Input logic ‘1’ level 

ViH 


5.5 


V 

Vdd 

~ 1 Vis = Vdd through IkO 



3.5 

2.75 


V 

Vdd 


Quiescent device current 

Iq 


0.1 

500 

fjA 

Vdd 

= 13V 

(per package) 








Maximum current through 

Imax 


±8.0 


mA 

Vdd 

= 13V 

crosspoint switch 








Switch input capacitance 

Cis 


5 


pF 

Vdd 

= 10V. Vin = OV 

Switch output capacitance 

Cos 


20 


PF 

Vdd 

= 10V, Vin = OV 

Feedthrough capacitance 

Cios 


0.2 


pF 

Vdd 

= 10V. Vin = OV 

Digital input capacitance 

Cin 


5 


pF 

Vdd 

= 10V, Vin = OV 


NOTES 


1. Typical parametric values are for Design Aid Only, not guaranteed and not subject to production testing. 

2. Vis is the analog switch input voltage, Vin is digital input voltage. 


HARDWIRED 

CONTROL 

CIRCUIT 


ANALOG 

INPUT/OUTPUT 

JUNCTORS 



Fig.3 Visual indication of MV8804 control memory status 
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Fig.4 Timing waveforms 


PIN DESCRIPTION 


Pin 

Name 

Description 

1 

L2 

Analog Switch Array Input/Output Line 

2 

Li 

Analog Switch Array Input/Output Line 

3 

Lo 

Analog Switch Array Input/Output Line 

4 

Do 

Control Memory Data Line Input 

5 

Jo 

Analog Switch Array Input/Output Junctor 

6 

Di 

Control Memory Data Line Input 

7 

Ji 

Analog Switch Array Input/Output Junctor 

8 

D2 

Control Memory Data Line Input 

9 

J2 

Analog Switch Array Input/Output Junctor 

10 

Do 

Control Memory Data Line Input 

11 

J3 

Analog Switch Input/Output Junctor 

12 

Vss 

Negative Digital Power Supply 

13 

Vee 

Negative Analog Power Supply 

14 

Ao 

Control Memory Address Input 

15 

Ai 

Control Memory Address Input 

16 

A2 

Control Memory Address Input 

17 

AE 

Control Memory Address Enable Input (Strobe) 

18 

MR 

Master Reset 

19 

L7 

Analog Switch Array Input/Output Line 

20 

Le 

Analog Switch Array Input/Output Line 

21 

Ls 

Analog Switch Array Input/Output Line 

22 

L4 

Analog Switch Array Input/Output Line 

23 

Ls 

Analog Switch Array Input/Output Line 

24 

Vdd 

Positive Analog/Digital Power Supply 


FUNCTIONAL DESCRIPTION 

The analog switch array is arranged in 8 rows and 4 
columns. The row input/outputs are referred to as LINES 
(L0-L7) and the column input/outputs as JUNCTORS (JO- 
J3). The crosspoint analog switches interconnect the lines 
and junctors when turned ‘ON’ and provide a high degree of 
isolation when turned ‘OFF. Interchannel crosstalk is 
minimal despite the high density of the analog switch array. 

The control memory of the MV8804 can be treated as an 8- 
word by 4-bit random access memory. The 8 words are 
selected by the ADDRESS (A0-A2) inputs through the on- 
chip address decoder. Data is presented to the memory via 
the 4 DATA inputs (D0-D3). This data is asynchronously 
written into the control memory whenever the ADDRESS 
ENABLE (AE) Input is high. A high level written into a 
memory cell turns the corresponding crosspoint switch ‘ON’ 


while a low level causes the crosspoint to turn ‘OFF. 

Only the crosspoint switches corresponding to the 
addressed memory word are affected when data is written 
into the memory. The remaining switches retain their 
previous states. By establishing appropriate patterns in the 
control memory, any combination of lines and junctors may 
be interconnected. A high level on the MASTER RESET (MR) 
input returns all memory locations to a low level and turns all 
crosspoint switches ‘OFF’, effectively isolating the lines from 
the junctors. The digital logic level converters allow the 
digital input levels to differ from limits of the analog levels 
switched through the array. For example, with Vdd = 5V, Vss 
= OV and Vee = -6V, the control inputs can be driven by a5V 
system while the analog voltages through the crosspoint 
switches can swing from -I-5V to -6V. 
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LOGIC TRUTH TABLE 


Master 

Reset 

Address 

enable 

Address 

Addressed 

line 

Input data to 
control memory 

Junctors connected 
to addressed line 

MR 

AE 

A2 

Ai 

Ao 


D3 

D2 

Di 

Do 

J3 J2 

Jl 

Jo 

H 

X 

X 

X 

X 

All 

X 

X 

X 

X 

All switches ‘Off 


L 

L 

X 

X 

X 

None 

X 

X 

X 

X 

No change of state 


L 

H 

L 

L 

L 

LO 

L 

L 

L 

L 

• o 

9 

9 

L 

H 

L 

L 

L 

LO 

L 

L 

L 

H 

e • 

9 

+ 

L 

H 

L 

L 

L 

LO 

L 

L 

H 

L 

O 9 

+ 

9 

L 

H 

L 

L 

L 

LO 

L 

L 

H 

H 

9 9 

+ 

+ 

L 

H 

L 

L 

L 

LO 

L 

H 

L 

L 

O -f 

9 

9 

L 

H 

L 

L 

L 

LO 

L 

H 

L 

H 

• + 

9 

+ 

L 

H 

L 

L 

L 

LO 

L 

H 

H 

L 

9 + 

+ 

9 

L 

H 

L 

L 

L 

LO 

L 

H 

H 

H 

• + 

+ 

+ 

L 

H 

L 

L 

L 

LO 

H 

L 

L 

L 

+ • 

9 

9 

L‘ 

H 

L 

L 

L 

LO 

H 

L 

L 

H 

+ • 

9 

+ 

L 

H 

• L 

L 

L 

LO 

H 

L 

H 

L 

+ • 

+ 

O 

L 

H 

L 

L 

L 

LO 

H 

L 

H 

H 

+ • 

+ 

+ 

L 

H 

L 

L 

L 

LO 

H 

H 

L 

L 

+ + 

9 

9 

L 

H 

L 

L 

L 

LO 

H 

H 

L 

H 

+ + 

9 

+ 

L 

H 

L 

L 

L 

LO 

H 

H 

H 

L 1 

+ + 

+ 

9 

L 

H 

L 

L 

L 

LO 

H 

H 

H 

H 1 

+ + 

+ 

+ 

L 

H 

L 

L 

H 

L1 



Each addressed line may 



L 

H 

L 

H 

L 

L2 




have 16 different 



L 

H 

L 

H 

H 

L3 



combinations of junctors 



L 

H 

H 

L 

L 

L4 




connected to it by 



L 

H 

H 

L 

H 

L5 



inputing data to the 



L 

H 

H 

H 

L 

L6 



control memory as shown 



L 

H 

H 

H 

H 

L7 




for LO. 




NOTES 

L = Low Logic Level 
H = High Logic Level 
X = Don’t Care Condition 

+ = Indicates Connection Between Junctor and Addressed Line 
• = Indicates No Connection Between Junctor and Addressed Line 


8x8 ANALOG/DIGITAL SWITCH 

Two MV8804S configured as shown in Fig.7, implement an 
8x8 analog/digital switch. The switch capacity can be 
expanded to an M x N array of inputs/outputs. Expansion in 
the N dimension is as shown and connecting the lines {LO- 
L7) from the MV8804s in common. 

Expansion in the N dimension is accomplished by 
replicating the circuit shown and connecting the MV8804 
junctors (J0-J3) in common. The address and data control 
inputs of the MV8804s can be connected in common for any 
size and switch provided that the address enable (AE) Inputs 
are driven individually, for example by a 74HCT515 
programmable AND gate. 

A particular signal path is connected by setting up the 
appropriate signals or the address and data lines and taking 
the corresponding address enable input high. The master 
reset (MR), when taken high, disconnects all signal paths. 



-40 -20 0 20 40 60 80 

TEMPERATURE -°C 

Fig.5 ON resistance vs temperature 
(input signal voltage = supply voltage/2) 



-5 -4 -3 -2 -1 0 1 2 3 4 5 

INPUT SIGNAL VOLTAGE -V 
Fig. 6 ON resistance vs input signal voltage 
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Fig. 7 Expanding MV8804S 
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APLESSEY 

Semiconductors. 


MV8870 

DTMF RECEIVER WITH HIGH AND LOW GROUP FILTER OUTPUTS 


The M\/8870 is a complete DTMF receiver integrating both 
the bandsplit filter and digital decoder functions, fabricated 
on Plessey Semiconductors’ double-poly CMOS 
technology. The filter section uses switched capacitor 
techniques for high- and low- group filters and dial-tone 
rejection; the decoder uses digital counting techniques to 
detect and decode all 16 DTMF tone-pairs into a 4-bit code. 
External component, count is minimised by on-chip 
provision of a differential input amplifier, clock oscillator and 
latched 3-state bus interface. 

FEATURES 

Complete DTMF Receiver 
Central Office Quality 
Lower Power Consumption 
Adjustable Acquisition and Release Times 

APPLICATIONS 

PABX 

Central Office 
Key Systems 
Mobile Radio 
Remote Control 
Remote Data Entry 



Not to scale 


DG18. HP28 


Fig.1 Pin connections (top view) 


PDWN 


Vdd Vss 


Vref fht 
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ABSOLUTE MAXIMUM RATINGS (NOTE 1) 


Parameter 

Min. 

Max. 

Unit 

Power supply voltage Vdd - Vss 


6 

V 

Voltage on any pin 

Vss -0.3 

Vdd +0.3 

V 

Current at any pin 


10 

mA 

Operating temperature 

-40 

+85 

°C 

Storage temperature 

-65 

+150 

°C 

Package power dissipation 
(Note 2) 


1000 

mW 


NOTES 

1. Exceeding these ratings may cause permanent damage. Functional operation under these conditions is not implied. 

2. Derate above 75°C at 16mW/°C. All leads soldered to board. 


DC ELECTRICAL CHARACTERISTICS 
Test conditions (unless otherwise stated): 

Vdd = +5V, Vss = OV, Tamb = +25°C 


Characteristic 

Symbol 

Value 

Unit 

Conditions 

Min. 

Typ. 

Max. 

Operating supply voltage 

Vdd 

4.75 


5.25 

V 


Operating supply current 

Idd 


3.0 

7 

mA 


Power consumption 

Po 


15 

35 

mW 

f = 3.579MHz 

Low level input voltage 

VlL 



1.5 

V 


High level input voltage 

ViH 

3.5 



V 


Input leakage current 

Iih/Iil 


0.1 


aA 

ViN = Vss or Vdd 

Pull up source current 

Iso 


7.5 

15.0 

aA 

TOE =0V 

Input impedance (IN + & IN-) 

Rin 


10 


MQ 

At 1kHz 

Steering threshold voltage 

Vjst 

2.2 

2.35 

2.5 

V 


Low level output voltage 

VoL 


0.03 


V 

No load 

High level output voltage 

VoH 


4.97 


V 

No load 

Output low (sink) current 

lOL 

1.0 j 

2.5 


mA 

VouT = 0.4V 

Output high (source) current 

lOH 

0.4 

0.8 


mA 

VouT = 4.6V 

Output voltage (Vref pin) 

Vref 

2.4 


2.7 

V 

No load 

Output resistance (Vref pin) 

Ror 


10 


kQ 

_1 



OPERATING CHARACTERISTICS, GAIN SETTING AMPLIFIER 

Test conditions (unless otherwise stated): 

Vdd = +5V, Vss = OV, Tamb = +25° C 


Characteristic 

Symbol 

Value 

Unit 

Conditions 

Min. 

Typ. 

Max. 

Input leakage current 

IlN 


+ 100 


nA 

Vss< ViN< Vdd 

Input resistance 

Rin 


10 


MQ 


Input offset voltage 

Vos 


+25 


mV 


Power supply rejection 

PSRR 


60 


dB 

1kHz 

Common mode rejection 

CMRR 


60 


dB 

ViN = Vref ±1.3V 

DC open loop voltage gain 

Avol 


65 


dB 


Open loop unity gain bandwidth 

fc 


1.5 


MHz 


Output voltage swing 

Vo 


4.5 


V p-p 

Rl ^lOOkQtoVss 

Tolerable capacitive load (GS) 

Cl 


100 


PF 


Tolerable resistive load (GS) 

Rl 


50 


kQ 


Common mode range 

Vcm 


3.0 


V p-p 

No load 
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AC CHARACTERISTICS 
Test conditions (unless otherwise stated): 

Vdd = +5V, Vss = OV, Tamb = 4-25° C, fcLK = 3.579545MHz, using test circuit of Fig.3. 


Characteristic 

Symbol 

Value 

Unit 

Notes 

Min. 

Typ. 

Max. 

Valid input signal 
level (each tone of 
composite signal) 

Min. 




-29 

dBm 

1,2,3,5,6,9 




27.5 

mVRMS 

1,2,3,5,6,9 

Max. 


4-1 



dBm 

1,2,3,5,6,9 


883 



mVRMS 


Twist accept limit 

Positive 



10 


dB 

2,3,6,9 

Negative 



10 


dB 

2,3,5,9 

Freq. deviation accept limit 




+ 1.5% 
±2Hz 

Norn. 

2,3,5,9 

Freq. deviation reject limit 


±3.5% 



Nom. 

2,3,5 

Third tone tolerance 



-16 


dB 

2,3,4,5,9,10 

Noise tolerance 



-12 


dB 

2,3,4,5,7,9,10 

Dial tone tolerance 



+18 


dB 

2,3,4,5,8,9,10 

Tone present detection time 

tDP 

5 

11 

14 

ms 

Refer to Fig.5 

Tone absent detection time 

tOA 

0.5 

4 

8.5 

ms 

Tone duration accept 

tREC 



40 

ms 

(User adjustable) 

Refer to ‘Guard 

Time Adjustment’ 

Tone duration reject 

tREC 

20 



ms 

Interdigit pause accept 

tiD 



40 

ms 

Interdigit pause reject 

too 

20 



ms 

Propagation delay (St to Q) 

tPQ 


8 

11 

/JS 

TOE = Vdd 

Propagation delay (St to StD) 

tPStD 


12 


fJS 

Output data set up (Q to StD) 

tOStD 


3.4 


fJS 

Propagation delay (TOE to Q) 

Enable 

tPTE 


50 

60 

ns 

Rl = lOkO 

Cl == 50pF 

Disable 

tPTD 


300 


ns 

Crystal/clock frequency 

fCLK 

3.5759 

3.5795 

3.581 

MHz 


Clock output (OSC2) Capacitive 

load 

Clo 



30 

PF 



NOTES 

1. dBm = decibels above or below a reference power of 1 mW into a 600 ohm load. 

2. Digit sequence consists of all 16 DTMF tones. 

3. Tone duration = 40ms. Tone pause = 40ms. 

4. Nominal DTMF frequencies are used. 

5. Both tones in the composite signal have an equal amplitude. 

6. Tone pair is deviated by ±1.5% ±2Hz. 

7. Bandwidth limited (0 to 3kHz) Gaussian Noise. 

8. The precise dial tone frequencies are 350Hz and 440Hz ±2%. 

9. For an error rate of better than 1 in 10,000. 

10. Reference to lowest level frequency component in DTMF signal. 
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INPUT CONFIGURATION 

The input arrangement of the MV8870 provides a 
differential input operational amplifier as well as a bias 
source (Vref) which is used to bias the inputs at mid-rail. 

Provision is made for connection of a feedback register to 
the op-amp output (GS) for adjustment of gain. 



Fig.3 Single ended input configuration 


In a single-ended configuration the input pins are 
connected as shown in Fig.3 with the op-amp connected for 
unity gain and Vref biasing the input at 1/2 Vdd. Fig.4 shows 
the differential configuration, which permits the adjustment 
of gain with the feedback resistor Rs. 



Fig.4 Differential input configuration 
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Fig.5 Timing diagram 
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PIN DESCRIPTIONS 


Pin 

Name 

Description 

HP 

DG 

1 

1 

IN + 

Non-inverting input 

Connections to the front-end differential amplifier 

2 

2 

IN- 

Inverting input 

3 

3 

GS 

Gain select. Gives access to output of front-end differential amplifier for connections of 
feedback resistor. 

5 

4 

Vref 

Reference voltage output, nominally Vdd/ 2 . May be used to bias the inputs at mid-rail (see 
application diagram). 

7 

5 

SEL 

Logic ‘T or ‘0’ selects one of two truth tables (see Table 1). 

10 

6 

Pdwn 

Power down active high, internal pulldown resistor. A high level signal powers down and 
inhibits the oscillator. 

12 

7 

OSC1 

Clock input 

3.579545MHz crystal connected between these pins 
completes internal oscillator. 

13 

8 

OSC2 

Clock output 

14 

9 

Vss 

Negative power supply, normally connected to OV. 

16 

10 

TOE 

3-state output enable (input). Logic high enables the outputs Q1 - Q4. Internal pull-up. 

17 

11 

01 

3-state data outputs. When enabled by TOE, provide the code corresponding to the last valid 
tone-pair received (see Table 1). 

18 

12 

02 

19 

13 

03 

20 

14 

04 

25 

15 

StD 

Delayed steering output presents a logic high when a received tone-pair has been registered 
and the output high latch updated; returns to logic low when the voltage on St/GT falls below 

Vist. 

26 

16 

ESt 

Early steering output. Presents a logic high immediately when the digital algorithm detects a 
recognisable tone-pair (signal conditions). Any momentary loss of signal condition will cause 

ESt to return to a logic low. 

27 

17 

St/GT 

Steering input/guard time output (bidirectional). A voltage greater than Vist detected at St 
causes the device to register the detected tone-pair and update the output latch. A voltage less 
than Vrst frees the device to accept a new tone-pair. The GT output acts to reset the external 
steering time-constant; its state is a function of ESt and the voltage on St (see Table 1). 

28 

18 

Vdd 

Positive power supply. 

8 

- 

FHT 

High group sine wave filter output. 

21 

- 

FLT 

Low group sine wave filter output. 

9 

- 

FH 

High group square wave filter output. 

22 

- 

FL 

Low group square wave filter output. 


FUNCTIONAL DESCRIPTION 

The MV8870 monolithic DTMF receiver offers small size, 
low power consumption and high performance. Its 
architecture consists of a bandsplit filter section, which 
separates the high and low tones of a received pair, followed 
by a digital counting section which verifies the frequency and 
duration of the received tones before passing the 
corresponding code to the output bus. 

Filter Section 

Separation of the low-group and high-group tones is 
achieved by applying the dual-tone signal to the inputs of 
two sixth-order switched-capacitor bandpass filters, the 
bandwidths of which correspond to the bands enclosing the 
low-group and high-group tones (see Fig.6). 

The filter section also incorporates notches at 350Hz and 
440Hz for exceptional dial-tone rejection. Each filter output 
is followed by a single-order switched capacitor section to 
smooth the signals prior to limiting. 

Limiting is performed by high-gain comparators which are 
provided with hysteresis to prevent detection of unwanted 
low-level signals and noise; the outputs of the comparators 


provide full-rail logic swings at the frequenices of the 
incoming tones. 

For testing and monitoring, the high and low group filter 
outputs (FHT, FLT, FH and FL) are available on pins 8,21,9 
and 22 respectively (HP package only). 

Decoder Section 

The decoder uses digital counting techniques to 
determine the frequencies of the limited tones and to verify 
that they correspond to standard DTMF frequencies. A 
complex averaging algorithm protects against tone 
simulation by extraneous signals, such as voice, while 
providing tolerance to small frequency deviations and 
variations. The averaging algorithm has been developed to 
ensure an optimum combination of immunity to ‘talk-off and 
tolerance to the presence of interfering signals (‘third tones’) 
and noise. When the detector recognises the simultaneous 
presence of two valid tones (referred to as ‘signal condition’ 
in some industry specifications), it raises the‘Early Steering’ 
flag (ESt). Any subsequent loss of signal condition will cause 
ESt to fall. 
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PRECISE 
DIAL TONES 
X = 350Hz 
Y = 440Hz 

DTMF TONES 

A = 697Hz 
B = 770Hz 
C= 852Hz 
D= 941Hz 
E = 1209Hz 
F = 1336Hz 
G= 1477Hz 
H= 1633Hz 


Fig.6 Typical filter characteristic 


Flow 

Fhigh 

KEY 

TOE 

SEL 

04 

Qa 

02 


697 

1209 

1 

H 

L 

0 

0 

0 

1 

697 

1336 

2 

H 

L 

0 

0 

1 

0 

697 

1477 

3 

H 

L 

0 

0 

1 

1 

770 

1209 

4 

H 

L 

0 

1 

0 

0 

770 

1336 

5 

H 

L 

0 

1 

0 

1 

770 

1477 

6 

H 

L 

0 

1 

1 

0 

852 

1209 

7 

H 

L 

0 

1 

1 

1 

852 

1336 

8 

H 

L 

1 

0 

0 

0 

852 

1477 

9 

H 

L 

1 

0 

0 

1 

941 

1336 

0 

H 

L 

1 

0 

1 

0 

941 

1209 

* 

H 

L 

1 

0 

1 

1 

941 

1477 

# 

H 

L 

1 

1 

0 

0 

697 

1633 

A 

H 

L 

1 

1 

0 

1 

770 

1633 

B 

H 

L 

1 

1 

1 

0 

852 

1633 

C 

H 

L 

1 

1 

1 

1 

941 

1633 

D 

H 

L 

0 

0 

0 

0 

697 

1209 

1 

H 

H 

0 

0 

0 

1 

697 
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2 

H 

H 

0 

0 

1 

0 

697 

1477 

3 

H 

H 

0 

0 

1 

1 

770 

1209 

4 

H 

H 

0 

1 

0 

0 

770 

1336 

5 

H 

H 

0 

1 

0 

1 

770 

1477 

6 

H 

H 

0 

1 

1 

0 

852 

1209 

7 

H 

H 

0 

1 

1 

1 

852 

1336 

8 

H 

H 

1 

0 

0 

0 

852 

1477 

9 

H 

H 

1 

0 

0 

1 

941 

1336 

0 

H 

H 

0 

0 

0 

0 

941 

1209 

* 

H 

H 

1 

0 

1 

0 

941 

1477 

# 

H 

H 

1 

0 

1 

1 

697 

1633 

A 

H 

H 

1 

1 

0 

0 

770 

1633 

B 

H 

H 

1 

1 

0 

1 

852 

1633 

C 

H 

H 

1 

1 

1 

0 

941 

1633 

D 

H 

H 

1 

1 

1 

1 



ANY 

L 

ANY 

z 

z 

z 

z 


L = Logic low, H = Logic high, Z = High impedance 


Table 1 Functional decode table 
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STEERING CIRCUIT 

Before registration of a decoded tone-pair, the receiver 
checks for a valid signal duration (referred to as ‘character 
recognition condition’). This check is performed by an 
external RC time constant driven by ESt. A logic high on ESt 
causes Vc (see Fig.7) to rise as the capacitor discharges. 
Provided signal-condition is maintained (ESt remains high) 
for the validation period (teip), Vc reaches the threshold (Vist) 
of the steering logic to register the tone pair, latching its 
corresponding 4-bit code (see Table 1) into the output latch. 
At this point, the GT output is activated and drives Veto Vdd. 
GT continues to drive high as long as ESt remains high. 
Finally, after a short delay to allow the output latch to settle, 
the ‘delayed steering’ output flag, StD, goes high, signalling 
that a received tone pair has been registed. The contents of 
the output latch are made available on the 4-bit output bus by 
raising the 3-state control input (TOE) to a logic high. The 
steering circuit works in reverse to validate the interdigit 
pause between signals. Thus, as well as rejecting signals too 
short to be considered valid, the receiver will tolerate signal 
interruptions (‘drop-out’) too short to be considered a valid 
pulse. The facility, together with the capability of selecting 
the steering time-constants externally, allows the designerto 
tailor performance to meet a wide variety of system 
requirements. 

Guard Time Adjustments 


Vdd 



tGTP=(RC) in ( vJ^Vst ) 


Fig.7 Basic steering circuit 


In many situations not requiring independent selection of 
receive and pause, the simple steering circuit of Fig.7 is 
applicable. Component values are chosen according to the 
following formulae: 


tREC = top + tGTP 
tiD = TdA + tOTA 

The value of top is a parameter of the device (see AC 
Characteristics) and tPEc is the minimum signal duration to 
be recognised by the receiver. A value for C of 0.1/uF is 
recommended for most applications, leaving R to be selected 
by the designer. For example, a suitable value of R for a tREcof 
40ms would be 300kO. 

Different steering arrangements may be used to select 
independently the guard times for tone-present (tcTp) and 
tone-absent (tcTA). This may be necessary to meet system 
specification which place both accept and reject limits on 
both tone duration and interdigital pause. 

Guard time adjustment also allows the designer to tailor 
system parameters such as talk-off and noise immunity. 
Increasing tREc improves talk-off performance, since it 
reduces the probability that tones simulated by speech will 
maintain signal condition for long enough to be registered. 
On the other hand, a relatively short tREc with a long too would 
be appropriate for extremely noisy environments where fast 
acquisition time and immunity to drop-outs would be 
requirements. Design information for guard time adjustment 
is shown in Fig.8. 



Fig.8 Guard time adjustment 
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PRELIMINARY INFORMATION 



MV8870-1 

DTMF RECEIVER 


The MV8870-1 is a complete DTMF receiver integrating 
both the bandsplit filter and digital decoder functions, 
fabricated in Plessey Semiconductors’ double-poly CMOS 
technology. The filter section uses switched capacitor 
techniques for high and low group filters; the decoder uses 
digital counting techniques to detect and decode all 16 
DTMF tone pairs into a 4-bit code. 

External component count is minimised by on-chip 
provision of a differential input amplifier, clock oscillator and 
latched 3-state bus interface. 

FEATURES 

M Complete DTMF Receiver 

■ Low Power Consumption 

■ Internal Gain Setting Amplifier 
M Adjustable Guard Time 

■ Central Office Quality 
APPLICATIONS 

■ Receiver Systems for BT or CEPT Specifications Pin connections - top view 

H Paging Systems 

H Repeater Systems/Mobile Radio 
I Credit Card Systems 

■ Remote Control 


IN + 
IN- 
GS 
Vref 
NC 
NC 
0SC1 
0SC2 
Vss 


DP18 


[7-^ 

18] 

[2 

17] 

[3 

16] 

[4 

15] 

: MV8870-1 

[5 

14] 

[6 

13] 

[7 

12] 

[8 

11] 

[9 

10] 


Vdd Vss 


Vref 



DQ2 


) Q3 


3Q4 


OSC2 St/GT ESt 

Fig. 2 Functional block diagram 
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FUNCTIONAL DESCRIPTION 

The MV8870-1 monolithic DTMF receiver offers small size, 
low power consumption and high performance. Its 
architecture consists of a bandsplit filter section, which 
separates the high and low tone groups, followed by a digital 
counting section which verifies the frequency and duration 
of the received tones before passing the corresponding code 
to the output bus. 

Filter Section 

Separation of the low-group and high-group tones is 
achieved by applying the DTMF signal to the inputs of two 
sixth-order switched capacitor bandpass filters, the 
bandwidths of which correspond to the low and high-group 
frequencies. The filter section also incorporates notches at 
350 and 440Hz for exceptional dial tone rejection (see Fig.3) 
Each filter is followed by a single order switched capacitor 
filter section which smooths the signals prior to limiting. 
Limiting is performed by high-gain comparators which are 
provided with hysteresis to prevent detection of unwanted 
low-level signals. The outputs of the comparators provide full 


supply rail logic swings at the frequencies of the incoming 
DTMF signals. 

Decoder Section 

Following the filter section is a decoder employing digital 
counting techniques to determine the frequencies of the 
incoming tones and to verify that they correspond to 
standard DTMF frequencies. A complex averaging algorithm 
protects against tone simulation by extraneous signals such 
as voice while providing tolerance to small frequency 
deviations and variations. This averaging algorithm has been 
developed to ensure an optimum combination of immunity 
to talk-off and tolerance to the presence of interfering 
frequencies (third tones) and noise. When the detector 
recognises the presence of two valid tones (this is referred to 
as the ‘Signal Condition’ in some industry specifications) the 
‘Early Steering’ output (ESt) will go to an active state. Any 
subsequent loss of signal condition will cause the ESt pin to 
go to its inactive state (see Fig.5). 



PRECISE 
DIAL TONES 
X = 350Hz 
Y = 440Hz 


DTMF TONES 
A = 697Hz 
B = 770Hz 
C = 825Hz 
D = 941Hz 
E = 1209Hz 
F = 1336Hz 
G = 1477Hz 
H = 1633Hz 


Steering Circuit 

Before registration of a decoded tone-pair, the receiver 
checks for a valid signal duration (referred to as character 
recognition condition). This check is performed by an 
external RC time constant driven by ESt. A logic high on ESt 
causes the voltage at the St/GT pin (Vsi/gt) to rise as the 
capacitor discharges (see Figs.4 and 5). 

Provided signal condition is maintained (ESt remains 
high) for the validation period (tcip), Vst/cr reaches the 
threshold (Vist) of the steering logic which allows it to 
register the tone pair and strobe the corresponding 4-bit 
code into the output latch (see Table 1). At this point the 
St/GT pin is activated as an output and drives Vst/Gito Vdd 
(see Fig.5). 

St/GT continues to drive high as long as ESt remains high. 
After a short delay to allow the output latch to settle, the 
delayed steering output pin (StD) goes high to indicate that 
the code for a new received tone-pair is available. The 
contents of the output latch are output onto the output bus 
(Qi to Q4pins) when the three-state output enable pin (TOE) 
is high. 

The steering circuit works in reverse to validate the 
interdigit pause between signals. Thus as well as rejecting 
signals too short to be considered valid, the receiver will 
tolerate signal interruptions (drop-out) too short to be 
considered a valid pause. This facility, together with the 


capability of selecting the steering time constants externally, 
allows the designer to tailor performance to meet a wide 
variety of system requirements. 


Vdd 


MV8870-1 


Vdd 

-.18 

J 

St/GT 

-.17 

J 

ESt 


StD 

^15 


tGTA =(RC) In(^) 

■ '"“I "> ) 
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VIN 

ESt 

St/GT 

StD 

Q1 - Q4 

TOE 



DECODED TONE N - 1 


TONE N 



TONE N + 1 


Explanation of Events 

A. Tone bursts detected, but tone duration invalid and output latch unchanged. 

B. Tone N detected, tone duration valid, output latch updated and new data signalled by StD. 

C. End of tone N detected, tone absent duration valid, but output latch not updated until next valid tone. 

D. Outputs switched to high impedance. 

E. Tone N + 1 detected, tone duration valid, tone decoded, output latch updated (although outputs are currently high 
impedance) and new data signalled by StD. 

F. Acceptable dropout of tone N + 1, tone absent duration invalid, StD and output latch unchanged. 

G. End of tone N -f 1 detected, tone absent duration valid, StD goes low but output latch not updated until next valid tone. 


Fig. 5 Timing diagram 


Flow 
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5 

H 

0 

1 
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1 

770 

1477 

6 

H 

0 

1 

1 

0 

852 

1209 

7 

H 

0 

1 

1 
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852 

1336 

8 

H 

1 

0 

0 
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852 

1477 

9 

H 
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0 
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941 

1209 
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0 
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0 

941 

1336 
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1477 

# 
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1 

1 

0 

0 
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1633 

A 

H 

1 

1 

0 

1 

770 

1633 

B 

H 

1 

1 ] 

1 

0 

852 

1633 

C 
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1 

941 

1633 

D 

H 

0 

0 

0 

0 

- 

- 

Any 

L 

z 

z 

z 
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Applications 

A simple application circuit is shown in Fig.6. This has a 
symmetric guard time circuit, a single-ended analog Input 
and a dedicated crystal oscillator. 

Guard Time Adjustment 

In many situations not requiring selection of tone duration 
and interdigit pause, the simple steering circuit shown in 
Fig.6 is applicable. Component values are chosen according 
to the formula (see Figs.4, 7 and 8): 

tREC = top + tGTP 
tlD = tOA + tGTA 

The value of top is a device parameter (see Dynamic 
Characteristics) and tREc is the minimum signal duration to 
be recognised by the receiver. Likewise t da is a device 
parameter and t id is the minimum time taken to recognise an 
interdigit pause. A value for C of O.lyuF is recommended for 
most applications, leaving R to be selected by the designer. 

Different steering arrangements may be used to select 
independently the guard times for tone present (tcxp) and 
tone absent (tGiA). This may be necessary to meet system 
specifications which place both accept and reject limits on 


both tone duration and interdigit pause. Guard time 
adjustment also allows the designer to tailor system 
parameters such as talk-off and noise immunity. Increasing 
tREc improves talk-off performance since it reduces the 
probability that tones simulated by speech will maintain 
signal conditions long enough to be registered. Alternatively 
a relatively short t rec with a long t id would be appropriate for 
extremely noisy environments where fast acquisition time 
and immunity to tone drop-outs are required. Design 
information for guard time adjustment is shown in 
Figs.7 and 8. 

Differential Input Configuration 

The input arrangement of the MV8870-1 provides a 
differential input op. amp. and a bias source (Vref) to bias the 
inputs at mid-rail. The gain may be adjusted through a 
feedback resistor from the op. amp. output (GS). In a single- 
ended configuration the input pins are connected as shown 
in Fig.6 where the op. amp. is connected to give unity gain 
and the Vref pin biases the input at Vdd/2. 

Fig.9 shows the differential configuration. In this circuit 
gain is adjusted through the feedback resistor R5. 


VdD 



Ri, R2 = 100kQ± 1% 

R3 = 300kQ± 1% 

C1,C2 =0.1/iF±5% 

X = 3.579545MHz ±0.1% 
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Fig.8 Guard time adjustment (tGTp> toTA) 


MV8870-1 



VrefI 


DIFFERENTIAL INPUT AMPLIFIER ^ 

Cl = C1 = lOnF 

Ri = R4 = R1 = lOOkQ All resistors ±1 % 

R2 = 60kQ R3 = 37.5kQ All capacitors ±5% 

R3 R2R5 \ 

V R2 + R5 / 

Oc 

VOLTAGE GAIN (AVdiff) = ^ 

INPUT IMPEDANCE 



Fig.9 Differential input configuration 


Crystal Oscillator 

The internal clock circuit is completed with the addition of 
an external 3.78MHz crystal which is normally connected as 
shown in Fig.6. However, it is possible to configure several 
MV8870-1 devices to use only a single oscillator crystal. The 
devices are chained together with the oscillator output of the 
first device in the chain capacitively coupled to the oscillator 
input of the second device and so on down the chain. The 
details are shown in Fig. 10. Precision balancing capacitors 
are not required as problems of unbalanced loading are not a 
concern. 

Receiver System for British Telecom 
Specification POR 1151 

The circuit shown in Fig.11 illustrates the use of the 
MV8870-1 In a typical receiver system. The BT specification 
defines the non-operate level as input signals below 
-34dBm. This is obtained by choosing RI and R2 to give 3dB 
of attenuation so that an input of -34dBm corresponds to 
-37dBm at the op. amp. outpt pin (GS). The tolerances on R3 
and C2 give a tolerance on guard time of 6%. For better 
performance the non-symmetric guard time circuit shown in 
Fig.12 is recommended. 
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PIN DESCRIPTIONS 


Symbol 

Pin No. 

Pin name and description 

IN +, 

IN- 

1,2 

In Plus and Minus (Voltage Inputs). These are respectively the non-inverting and inverting 
inputs to the front-end op. amp. The DTMF input is applied to these pins in normal operation. 

GS 

3 

Gain Select (Voltage Output). This pin is connected to the output of the front-end op. amp. A 
feedback resistor between this pin and the inverting input (IN-) controls the front-end gain. 

Vref 

4 

Reference Voltage (Voltage Output). This pin outputs a voltage which is half-way between the 
power supply voltages (Vss and Vdd). It can be used to bias the input signal. 

(IC) 

5.6 

(Internal Connection). These pins should be tied to the ground (Vss). 

OSC1 

7 

Oscillator 1 (Digital Input). This is the input to the inverter of the oscillator circuit. There is an 
internal biasing resistor between this pin and the inverter output (OSC2). A 3.579545MHz 
crystal is normally connected externally between the two pins to complete the oscillator circuit. 

OSC2 

8 

Oscillator 2 (Digital Output). This is the output of the inverter of the oscillator circuit. There is an 
internal biasing resistor between this pin and the inverter input (OSC1). A 3.579545MHz crystal 
is normally connected externally between the two pins to complete the oscillator circuit. 

Vss 

9 

Negative Supply (Power lnput).Thisisthenegativepowersupplyforthedevice. ItisnormallyOV. 

TOE 

10 

Three-State Output Enable (Digital Input with Pull-up). If this pin is high then the decoder 
outputs (Qi to Qa) are enabled. If it is low then the outputs go into their high impedance state. 

There is an internal pull-up at this pin. 

Qi - 04 

11-14 

Qi to 04 (Three-State Outputs). When the TOE pin is high these pins output the code in the 
output latch which corresponds to the last valid tone-pair detected. They go into their high 
impedance state when the TOE pin is low. 

StD 

15 

Delayed Steering (Digital Output). This pin follows the ESt and St/GT pins. It goes high to 
indicate that a new tone-pair has been detected and the corresponding code has been loaded 
into the output latch. It goes low to indicate that a new tone-pair is expected. 

ESt 

16 

Early Steering (Digital Output). This pin goes high when the digital detection algorithm decides 
that there is a valid DTMF input, it goes low as soon as the algorithm decides that there is no 
valid DTMF input. 

In normal use this pin is used to drive an external guard time circuit which in turn drives the 

St/GT pin. 

St/GT 

17 

Steering/Guard Time (Voltage Input/Digital Output). This pin follows the ESt pin. When ESt pin 
changes state this pin acts as an input and monitors the voltage developed here by the ESt pin 
acting through the external guard time circuit. 

When the voltage reaches the internally generated Vist level then this pin acts as an output and 
pulls itself fully to the state of the ESt pin. When this pin goes fully high a new code is loaded into 
the output latch and the StD pin goes high. When this pin goes fully low the device prepares 
itself for a new tone-pair and the StD pin goes low. 

Vdd 

18 

Positive Supply (Power Input). This is the positive power supply for the device. It is normally 5V. 


ELECTRICAL CHARACTERISTICS 

Test Conditions (see Fig.13) - Voltages are with respect to ground (Vss) 


Parameter 

Symbol 

Value 

Units 

Min. 

Typ. (1) 

Max. 

Positive supply voltage (Vdd pin) 

Vdd 

4.75 

5 

5.25 

V 

Ambient temperature 

T amb 

-40 


+85 

°C 

Op. amp. output capacitive load (GS pin) 

COUT 



100 

PF 

Op. amp. output resistive load (GS pin) 

Rout 

50 



kO 

Input high voltage (0SC1 and TOE pins) 

VlH 

3.5 


Vdd 

V 

Input low voltage (0SC1 and TOE pins) 

ViL 

0 


1.5 

V 

Oscillator frequency (0SC1 and OS02 pins) 

fo 

3.5759 

3.579545 

3.5831 

MHz 

Oscillator input rise time (OSC1 pin) 

tOR 



110 

ns 

Oscillator input high time (0SC1 pin) 

tOH 

110 


170 

ns 

Oscillator input fall time (0SC1 pin) 

tOF 



110 

ns 

Oscillator input low time (OSC1 pin) 

tOL 

110 


170 

ns 

Oscillator output load (0SC2 pin) 

Clo 



30 

pF 


NOTE 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 
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Static Characteristics - Voltages are with respect to ground (Vss) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. (1) 

Max. 

Power dissipation 

Pd 


15 

37 

mW 


Supply current (Vdd pin) 

Idd 


3.0 

7.0 

mA 


Reference voltage (Vref pin) 

Vref 

2.4 


2.8 

V 


Reference output resistance 

Rref 


10 


kQ 


(Vref pin) 







Input leakage current 

h 


100 


nA 

0 ^ Vpin ^ Vdd 

(OSC1, IN+ and IN- pins) 

Internal pull-up current 

Ipu 


7.5 

15 

A 

0 ^ Vpin ^ Vdd 

(TOE pin) 

Output low sink current 

lOL 

1 

2.5 


mA 

0.4V ^ Vpin ^ Vdd 

(OSC2, Q 1 -Q 4 , StD, 

ESt and St/GT pins) 







Output high source current 

lOH 

0.4 

0.8 


mA 

OV^ Vpin ^ 4.6V 

(OSC2, Qi - 04, StD, 

ESt and St/GT pins) 







Steering threshold voltage 

Vist 

2.2 


2.5 

V 


(St/GT pin) 







Pin capacitance 

Op 


7 

15 

pF 

Pin to supplies 


NOTE 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 


Dynamic Characteristics: Input Op. Amp. - Voltages are with respect to ground (Vss) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. (1) 

Max. 

Input impedance 

Rin 


10 


MQ 

1kHz 

(IN + and IN- pins) 







Input offset voltage 

Vos 


25 


mV 


(IN + and IN- pins) 







Power supply rejection 

PSRR 


60 


dB 

1kHz 

Common mode range 

VCM 


3.0 


V p-p 

No load 

Common mode rejection 

CMRR 


60 


dB 


DC open loop voltage gain 

A VOL 


65 


dB 


■ 

Open loop unit gain 

fc 


1.5 


MHz 


bandwidth 







Output voltage swing (GS pin) 

Vo 


4.5 i 

_1 


V p-p 

Rout to Vss ^ lOOkQ 


NOTE 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 
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Dynamic Characteristics: Detector - Voltages are with respect to ground (Vss) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. (13) 

Max. 

Valid input level (GS pin) 

VVL 

61.7 


2458 

mV p-p 

1 ,2,3,5,6,9 


PVL 

-31 


1 

dBm 


Invalid input level (GS pin) 

ViL 



30.8 

mV p-p 

1,2,3,5,6,9 


PlL 



-37 

dBm 


Acceptable positive twist 

T AP 

6 

10 


dB 

2,3,6,9 

Acceptable negative twist 

T AN 

6 

10 


dB 

2 ,3,6,9 

Acceptable frequency 
deviation 

A FA 

-(1.5%+2H2) 


(1.5%+2Hz) 


2,3,5,9 

Frequency deviation - 
rejected as too low 

Afrl 


-5% 

-3.5% 


2,3,5,9 

Frequency deviation - 
rejected as too high 

Afrh 

3.5 % 

5% 



2,3,5,9 

Third tone tolerance 

Pttt 

-18.5 



dB 

2,3,4,5,9,12 

Noise tolerance 

Pnt 


-12 


dB 

2,3,4.5,7,9.10 

Dial tone tolerance 

Pdtt 


22 


dB 

2,3,4,5,8,9,11 

Tone present detect time 

top 

5 

11 

14 

ms 


Tone absent detect time 

tOA 

0.5 

4 

8.5 

ms 



NOTES 

1. dBm = decibels above or below a reference power of 1 mW into a 600 Ohm load. 

2. Digit sequence consists of all DTMF tones. 

3. Tone duration = 40ms. tone pause = 40ms. 

4. Signal condition consists of nominal DTMF frequencies. 

5. Both tone in composite signal have equal amplitudes. 

6. Tone pair is deviated by ± (1.5% + 2Hz). 

7. Bandwidth limited (3kHz) Gaussian Noise. 

8. The precise dial tone frequencies are (350Hz and 440Hz) ±2%. 

9. For an error rate of better than 1 in 10,000. 

10. Referenced to lowest frequency component in DTMF signal. 

11. Referenced to the minimum valid input level. 

12. Referenced to Fig.11. Input DTMF Tone Level at -25dBm (-28dBm at GS pin). Interference Frequency Range is 480 to 3400Hz. 

13. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 
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Dynamic Characteristics: Decoder (see Figs.14 and 15) - Voltages are with respect to ground Vss) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. (1) 

Max. 

Propagation delay 

tPQ 


8 

11 

fJS 

TOE pin high 

(St/GT to Q) 







Propagation delay 

tPStD 


12 


/iS 


(St/GT to StD) 







Output data set-up time 

tOStD 


3.4 


fJS 

TOE pin high 

(Q to StD) 







Enable propagation delay 

Tpte 


50 


ns 

Rl = lOkQ (pulldown) 

(TOE to Q) 






Cl = 50pF 

Disable propagation delay 

tPTD 


300 


ns 

Rl = lOkO (pulldown) 

(TOE to Q) 


_i 




Cl = 50pF 


NOTE 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 



ABSOLUTE MAXIMUM RATINGS 

Voltages are with respect to the negative power supply (Vss) 

Exceeding these ratings may cause permanent damage. 
Functional operation under these conditions is not Implied. 


Positive supply voltage (pin 18), Vdd 
Voltage on any pin (other than 
supplies), Vmax 

Current at any pin (other than 
supplies), I MAX 
Storage temperature, Tstg 
Package power dissipation, Pdiss 


6 V 

-0.3V to Vdd +0.3V 
10mA 

-65°Cto +150°C 
lOOOmW 
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ADVANCE PRODUCT INFORMATION 



SL376M 

METERING SUBSCRIBER LINE INTERFACE CIRCUIT 


The SL376M is a Subscriber Line Interface Circuit (SLIC) 
for use at the telephone exchange or PABX end of a 
telephone line. 

It provides power feed, controls ringing, detects ground- 
key and off-hook conditions and transmits and receives 
voice signals. 

It also enables metering pulses to be transmitted to the 
subscriber line while transmitting and receiving voice 
signals. These functions can be programmed to provide the 
flexibility required for different telephone networks. 

The SL376M Is fabricated using bipolar techniogy. 

FEATURES 

■ Low Power Line Feed via Regulator 

H Programmable Constant Voltage Resistive Feed 

H Programmable AC Termination Impedance 

H Ground-key Detection 

■ Programmable Off-hook Detection 

H Ring Relay Driver 

B Low Power Standby Mode 

B Normal or reversed Line Polarity 

B Supports 2.2V RMS Metering Pulses 

B 75V Rating to Ease Line Protector Tolerancing Fig.l 

vreg BGND vbb sub 


CHS 

CHCLK 

LA 

LB 

HPA 

HPB 

RING 

vccR 

DA 

DB 


vee agnd vcc 

Fig.2 Functional block diagram 
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SL376M 


PIN DESCRIPTIONS 


Symbol 

Pin Name and Description 

BGND 

Battery ground (power) 

Vreg 

Regulated voltage for power amplifiers 

Vcc 

+5V supply 

RING 

Ring relay driver out 

VccR 

+5V relay supply 

+CH 

Switching regulator out 

Vbb 

Battery negative 

SUB 

Quiet battery (substrate) 

CHS 

Switching regulator stabilising network 

CHCLK 

Switching regulator clock input 

D3 

Relay driver control 

E1 

Detector select 

DET 

Detector output 

D1 

Control input 

D2 

Control input 

DO 

Control input 

RDC 

DC reference defining line current via 

RDC to RSN 

AGND 

Analog and digital ground 

RSN 

Receive summing node controlling AC 
and DC line current 

Vee 

-5V input 

Vtx 

Transmit audio output 

HPB 

RING side of filter capacitor 

HPA 

TIP side of filter capacitor 

RD 

Off hook detector load resistor 

DA 

Positive input, ring trip comparator 

DB 

Negative input, ring trip connector 

LA 

TIP lead 

LB 

RING lead 


GENERAL DESCRIPTION 

The Plessey SL376M Metering Subscriber Line Interface 
Circuit performs the telephone line interface functions 
required in both central office and PABX environments. The 
full range of signal transmission, battery feed and loop 
supervision functions are performed. Signal transmission 
performance is compatible with North American and CCITT 
recommendations. Overvoltage protection and ringing are 
provided by means of external networks. However, the SLIC 
has a full 75V line rating. 

The signal transmission function includes both 2- and 4- 
wire and 4- to 2-wire conversion. The 2-wire termination 
impedance is programmable with a single external 
impedance, which may be complex. The battery feed 
architecture makes the DC feed resistance programmable 
with external resistors. 

A polarity reversal function is provided which transposes 
the normal voltage sense of the TIP and RING leads with a 
controlled transition time. All transmission functions 
continue normally following the transition. A disable mode 
limits loop current and cuts power dissipation while allowing 
the full range of supervisory functions to be utilised. 

The output amplifiers are powered by an internal switching 
regulator in order to reduce power consumption. 

The supervisory functions allow for off-hook detection, 
ground key detection, and ring trip detection. The outputs of 
these detectors are read through a single, TTL compatible 
output. The off-hook detector signal may be filterd and has a 
threshold adjust by means of external components. 
Additional supervisory functions put the TIP lead into an 
open-circuit or high-impedance state suitable for application 
in ground-start systems. Similarly, both the TIP and RING 
leads may be open circuited. A relay driver is provided for the 
ring-relay. 

The programmable states are controlled by a 3-bit TTL 
compatible digital code. The detector output is controlled by 
a selector bit. These lines are TTL compatible levels. 
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Fig.3 Typical application 
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SL9009 

ADAPTIVE BALANCE CIRCUIT 


The SL9009 is normally used to extract the received signal 
from the combined transmitted and received signal on a 
telephone line. It constantly analyses the extracted signal 
and adjusts to compensate for variations in telephone lines. 

The device can be used with a bridge circuit where it acts 
as an impedance network which adjusts itself to match the 
telephone line. When the bridge is in balance the difference 
between its two arms is due to the received signal. 

The SL9009 consists of three cells and a correlation 
detector which is normally used to control the cells via a 
negative feedback loop. It is built using bipolar technology. 

FEATURES 

H Extracts the Received Signal 

■ Adapts Automatically to Line Variations 

S No Microprocessor Required 

I Simple Application Circuit 

M 40dB (Typ.) Rejection of Transmitted Signal 


CELLl 
COM 
CELL 2 
CELL 3 
X 
Y 

0UT1 

Vee 


DP16 



Fig. 1 Pin connections - top view 


APPLICATIONS 

■ Modems - Extracting the Received Data 

■ Feature Phones - Extracting the Received Voice 

■ PBX/PABX/CO Line Cards - Extracting the 
Incoming Signal from the Telephone Line 


COM Vee vcc posi outi negi 



CELLl CELL2 CELLS P0S2 OUT2 NEG2 


Fig. 2 Functional block diagram 
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FUNCTIONAL DESCRIPTION 

The SL9009 adaptive balance circuit is divided into two 
separate parts as shown in Fig.2. These are the impedance 
cell section and the phase detector section. The impedance 
cell section is normally used with a balanced Impedance 
bridge circuit which allows the incoming signal to be 
extracted from the combined signal on the line. 

The phase detector section is used to analyse the 
extracted signal to determine how much of the residual 
outgoing signal is present. This allows the circuit to adjust 
itself to minimise the residual signal automatically. 

Impedance Cells 

This consists of three cells and the gain controller (see 
Fig.2). Each cell has a voltage buffer and a variable gain 
current amplifier. The three cells share the COM pin (pin 2) 
which is the common input to their voltage buffers and the 
common output from their current amplifiers. 

There is a pin directly associated with each cell. This is the 
CELL 1, 2 or 3 pin (pin 1, 3 or 4) and it is driven by the cell’s 
voltage buffer. The current which is sunk or sourced at this 
pin is the input to the cell’s current amplifier. 

This means that the voltage developed at the COM pin 
causes a current to flow at each of the three Individual cell 
pins (CELL 1, 2 and 3). These currents are amplified by the 
gains of the three cells and the sum is the current which flows 
in or out of the COM pin. 

The gain of the cells are controlled by the X and Y gain 
control pins (pins 5 and 6). Fig.3 indicates how the two 
controls operate. The precise voltages at the control Inputs 
necessary to give a defined gain vary with the power 
supplies, but this is compensated for by the feedback loop. 

The gain control is characterised by a line of symmetry 
corresponding to a certain voltage on the Y pin. Above this 


voltage cell 2 is off and below it cell 3 is off. The line of 
symmetry also corresponds to the highest gain on cell f fora 
fixed voltage on the X pin. 

In addition to the current due to the three impedance cells 
at the COM pin (pin 2), a DC bias current also flows. The 
value of this current depends on the power supplies and the 
voltage at the control inputs, especially the X pin. 

If the currents at the cell pins (CELL 1 to 3) are too high 
then clipping will occur. If these pins are left open circuit then 
the device still presents a finite impedance at the COM pin, 
but this Is very large. 

Phase Detectors 

The phase detector section consists of a differential 
voltage input buffer which drives the two phase analysers 
(see Fig.2). The input is taken from the IN+ and IN- pins 
(pins 12 and 13). 

Each analyser consists of a transconductance amplifier 
which can have either a positive or negative gain. The sign of 
the gain is determined by the analysis pins for the detector. 
These are POS 1 and NEG 1 (pins 11 and 10) for detector 1 
and POS 2 and NEG 2 (pins 15 and 14) for detector 2. The 
outputs of the transconductance amplifiers are connected to 
the OUT 1 and OUT 2 pins (pins 7 and 16). 

The direction of the current at an output pin is determined 
by the phase relationship between the signal at the input and 
the signal at the analysis pins. The magnitude of the current 
depends on the magnitude of the input alone. If the analysis 
pins are in phase with the input then the output will source 
current. If they are 18CP out of phase then the output will sink 
current. If they are 90° out of phase then the output will 
alternately sink and source current. If the input is small then 
the current sunk or sourced will be small. 


Y VOLTAGE 

G1 = 0.1. 

/ y 

G1 = 1 G1 = 5 

( / 

CELL 3 ON / / 

V 


in 

II 

CO 

> 

7i^ — 

JL_G3 = 1 

LINE OF SYMMETRY - - -1- 

- 











-2- 

- 


Fig.3 Typical gain characteristics for CELLS 1, 2 and 3 (G1, G2 and G3 respectively) 
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APPLICATIONS 

Fig.4 shows a simple bridge configuration which can 
adjust the amplitude and phase over a wide range to match 
an unknown impedance, Z. In this case R1 is used to match 
R3: R2 is used to match the in-phase component across Z; 
C1 is used to produce phase lead and C2 is used to produce 
phase lag. The X and Y gain control inputs give two degrees 
of freedom which allow both in-phase and out-of-phase 
components to be balanced. 

The feedback arrangement is shown in Fig.5. If the 
extracted signal is in phase with the transmitted signal then 
the OUT 1 pin (pin 7) will sink current (since the inverting 
NEG 1 pin is used) and so cause the voltage at the X pin (pin 
5) to fall. This causes the gain of CELL 1 to fall and so 
produces less attenuation of the signal at the COM pin (pin 
2). This means that more of the transmitted signal is 
subtracted from the combined signal. 

If too much of the transmitted signal is subtracted then the 
extracted signal will become 180° out of phase with the 
transmitted signal. This produces the opposite effect and so 



reduces the amount of the transmitted signal which is 
subtracted. 

Any remaining correlation between the transmitted singal 
and the extracted signal must be due to a lag or lead. If the 
extracted signal lags the transmitted signal by 90° then the 
derivative of the extracted signal is in phase with the 
transmitted signal (see Fig.6). 

Applying the derivative of the extracted signal to the 
inverting NEG 2 pin causes the OUT 2 pin to sink current and 
so lowers the voltage at the Y pin (pin 6). This causes CELL 2 
to switch on and increases its gain until balance occurs. Thus 
a lag is created (through C2 of Fig.4) in the signal which is 
subtracted from the combined signal, cancelling the lag in 
the extracted signal. 

If the extracted signal leads the transmitted signal then the 
circuit causes CELL 3 to switch on and causes a lead 
(through Cl of Fig.4) in the signal at the COM pin. This 
cancels the lead in the extracted signal. 
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Use of a Gyrator Circuit 

The transmitted signal may be connected to a telephone 
line through a transformer, which is often far from an ideal 
component and can effectively add a resistor and inductor in 
series to the line. The effect of this can be removed by adding, 
the equivalent of these components, suitably scaled, to the 
bridge network. The problem of doing this is that although 
the values of resistance and inductance required may be well 
known, the scaled inductance may not be practical. 

This may be overcome by using a gyrator circuit as shown 
in Fig.7. This circuit can be used instead of resistor R2 in 
Fig.4. 

If Z = (j cjC) then the circuit looks like a resistance of RAin 
series with an impedance of L = RaBb/Z. Realistic value for 
this circuit are Ra =5.1kQ, Rb =180kQandC =0.1//Fgiving 
L = 91.8H. 

Improved Line Modelling 

The simple balancing network shown in Fig.4 is capable of 
amplitude and phase compensation at a single frequency. To 
balance a telephone line across the voice band we build a 
model of the line and adjust it using the SL9009. Since the 
adjustments give good balance at any single frequency, the 
model ensures that good balance is achieved across the 
band. 

A detailed application circuit making use of this approach 
is shown in Fig.8. The transmitted signal is output through 
the termination impedance and on to the line where it forms 
part of the combined line signal. 

The transmitted signal is also passed to the termination 
balancing impedance and the line balancing impedance to 
generate the initial expected signal. The line balancing 
impedance should take account of the resistance and 
inductance introduced if a line transformer is used, possibly 
by using a gyrator circuit as previously described. 

If the line balancing impedance matches the line 
impedance then the difference between the combined line 
signal and the initial expected signal is the received signal. In 
this special case all components of the transmitted signal 
wuld be cancelled without using an SL9009. 


In most cases, however, the line impedance does not 
match the line balancing impedance. The SL9009 can then 
be used to compensate for the mismatch, as shown in Fig.8. 

The initial expected signal is fed to the SL9009 which 
generates the final expected signal. It is the final expected 
signal which is subtracted from the combined line signal to 
give the extracted signal. The SL9009 generates the final 
expected signal by comparing the initial expected signal with 
the in-phase and the out-of-phase components of the 
extracted signal as in the case of the simple balancing 
network. 

To be more precise, the SL9009 generates the final 
expected signal times two thirds. This is multiplied by 1.5 
before it is subtracted from the combined line signal. The 
signal generated by the SL9009 is always less than the initial 
expected signal so multiplying it by 1.5 enables the final 
expected signal to be greater than the initial expected signal. 

By using the SL9009 to adjust the best estimate of the 
effect of the line impedance in this way, better balancing can 
be achieved for broadband voice signals. 

A complete circuit which can be used in a modem or in a 
sophisticated telephone is shown in Fig.9. 


Ra 



THIS IS 

EQUIVALENT TO 



Fig.7 Gyrator circuit 
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SL9009 
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! CELL 2 NEG 2 - 
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Fig. 8 Circuit for improved line modelling 
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Fig. 9 Complete circuit 
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PIN DESCRIPTIONS 


Symbol 

Pin No. 

Pin name and description 

CELL 1, 
CELL 2, 
CELL 3 

1,3,4 

CELL 1, 2 and 3 Pins (Voltage Outputs and Current inputs). These are the pins which are 
directly associated with CELLS 1, 2 and 3. The voltage developed at the common cell pin 
(pin 2) is buffered and output at these pins, causing them to sink or source currents. 

The currents flowing in or out of these pins act as inputs which are amplified by the gains 
of the cells and the amplified currents are summed and returned to the common cell pin 
as its output current. The gains of the cells are determined by the gain control pins 
(pins 5 and 6). 

COM 

2 

Common Cell Pin (Voltage Input and Current Output). The voltage developed at this pin 
is buffered and output at the separate cell pins (pins 1,3 and 4). The currents output by the 

3 cells are summed and the result is the current which is sunk or sourced at this pin. 

X 

5 

X Gain Control (Voltage Input). Increasing the voltage at this pin increases the gain of 

CELL 1 and also of CELL 2 and CELL 3, but to a lesser extent (see Fig.3). 

Y 

6 

Y Gain Control (Voltage Input). Increasing the voltage at this pin from a low value 
decreases the gain of CELL 2 until it switches off. At this point CELL 3 switches on and 
increasing the voltage further causes the gain of CELL 3 to increase (see Fig.3). 

The gain of CELL 1 increases as the voltage at this pin increases from a low value until 

CELL 2 switches off. Further increasing the voltage causes the gain of CELL 1 to 
decrease. 

OUT 1 

7 

Detector 1 Output (Current Output). This is the output of phase detector 1. The current 
sunk or sourced at this pin is proportional to the differential voltage between the detector 
input pins (pins 12 and 13). The sign of the transconductance gain (i.e. of the constant of 
proportionality) is controlled by the detector 1 analysis pins (pins 11 and 10). 

The direction of the average current output is determined by the phase relationship 
between the input and the analysis pins and the magnitude is determined by the input 
alone. 

Vee 

8 

Negative Supply (Power Input). This is the negative power supply for the device. 

Vcc 

9 

Positive Supply (Power Input). This is the positive power supply for the device. 

NEG 1, POS 1 

10,11 

Detector 1 Analysis - Negative and Positive (Voltage Inputs). These pins determine the 
sign of the transconductance gain from the differential detector input voltage (pins 12 and 

13) and the current on the output of detector 1 (pin 7). 

IN +, IN- 

12,13 

Detector Input Negative and Positive (Voltage Inputs). These pins form the differential 
voltage input to the phase detectors. 

NEG 2, POS 2 

14,15 

Detector 2 Analysis - Positive and Negative (Voltage Inputs). These pins determine the 
sign of the transconductance gain from the differential detector input voltage (pins 12 and 

13) and the current on the output of detector 2 (pin 16). 

OUT 2 

16 

Detector 2 Output (Current Output). This is the output of phase detector 2. The current 
sunk or sourced at this pin is proportional to the differential voltage between the detector 
input pins (pins 12 and 13). The sign of the transconductance gain (i.e. of the constant of 
proportionality) is controlled by the detector 2 analysis pins (pins 14 and 15). 

The direction of the average current output is determined by the phase relationship 
between the input and the analysis pins and the magnitude is determined by the input 
alone. 


ABSOLUTE MAXIMUM RATINGS 


Exceeding these ratings may cause permanent damage. 
Functional operation under these conditions is not implied. 


Positive supply voltage (pin 9), Vcc 
Negative supply voltage (pin 8), Vee 
Input voltages (pins 2,5,6,10,11, 
12,13,14 and 15), Vi 
Output voltages (pins 1,3,4,7,16), Vo 
Cell voltage (pins 1,.3,4) minus 
Common voltage (pin 2), Vc 
Storage temperature, T st 


-0.3V to +10V 
-10V to +0.3V 

Vee to Vcc 
Vee to Vcc 

-5Vto +5V 
-10°Cto +125°C 
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ELECTRICAL CHARACTERISTICS 

Test conditions - Voltages are with respect to digital ground (Vdgnd [Vcc - Vee]/2) 


Characteristic 

Symbol 

Value 

Units 

Min. 

Typ.(i) 

Max. 

Positive supply voltage (pin 9) 

Vcc 

4.5 

5 

7.0 

V 

Negative supply voltage (pin 8) 

Vee 

-7.0 

-5 

-4.5 

V 

Ambient temperature 

T amb 

0 


70 

°c 

Common cell pin voltage (pin 2) 

VCOM 

Vee+2.7 


Vcc-2 

V 

Cell input currents (pins 1,3 and 4) 

ICELL 

-10 


10 

yUA 

X control voltage (pin 5) 

Vx 

Vee +2.7 


Vee-6.0 

V 

Y control voltage (pin 6) 

Vy 

-2.0 


1.8 

V 

Detector input voltages (pins 12 and 13) 

ViN 

Vee+2.7 


Vcc-2.7 

V 

Analysis input voltages (pins 10,11,14 and 15) 

Va 

Vee +2.7 


Vcc-2.7 

V 

Detector output voltages (pins 7 and 16) 

VOUT 

Vee +2.5 


Vcc-2 

V 


Operating Characteristics: General - Voltages are with respect to ground (Vgnd = [Vcc- Vee]/2) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

Power dissipation 

Pd 



30 

mW 


Supply current 

Icc 


1.3 

15 

mA 


Pin capacitance 

Cp 


7 

15 

PF 

Pin to supplies 


Operating Characteristics: Cells - Voltages are with respect to ground (Vgnd = [Vcc - Vee]/2) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

Internal resistance 

Ri 

3 


14 

kO 


(pins 1, 3 and 4) 







Control input leakage 

Ic 



0.12 



(pins 5 and 6) 







Minimum cell gain 

Gmin 


0.05 




Maximum cell gain 

Gmax 


10 




DC bias current (pin 2) 

Ibdc 

-12 

0 

12 

/jA 


Residual impedance (pin 2) 

Zr 

500 



kO 

Cell pins open circuit 


Operating Characteristics: Detectors - Voltages are with respect to ground (Vgnd = [Vcc - Vee]/2) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

Differential input offset 

Vdoff 



13 

mV 


(pins 10 to 15) 

Input offset current 

lOFF 

-0.15 


0.15 

fJS 


(pins 10 to 15) 

Input bias current 

llB 


0.1 

0.7 



(pins 10 to 15) 

Transconductance gain 

Gt 

250 

500 

1000 

fjQ 

Magnitude 

Output offset current 

lOFF 

-1.2 


1.2 

fjA 


(pins 7 and 16) 







Maximum output current 

Imax 


50 


aA 

Sink or Source 

(pins 7 and 16) 







Output impedance 

ZoUT 


5 


MQ 


(pins 7 and 16) 








NOTE 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 
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PRELIMINARY INFORMATION 



SL9901 

50MHz TRANSIMPEDANCE AMPLIFIER 


The SL9901 is a monolithic silicon integrated circuit 
designed to interface between a detector diode and a 
decoder in a Fibre Optic Receiver system. 


FEATURES 

H High Sensitivity 

■ 50MHz Bandwidth (lOOMbits/NRZ Data Rate) 

■ Wide Dynamic Range 

■ 5 Volt Supply 

■ Usable in Systems with 10 BER at —36dBm 
Average Optical Power 


Vee CTJ !• 


OUT nz 

vcc ni 


rSL9901 


3 


Vcc Li j 4 


8 ZOVee 
7 ID IN 

6 znNc 

5 ZD Vcc 


MP8 

Fig. 1 Pin connections - top view 


APPLiCATIONS 

H Fibre Optic Data Links 
H Nucleonics 

■ Instrumentation 

■ Current/Voltage Conversion 

ORDERING INFORMATION 

SL9901B MP (Industrial - Miniature Plastic DIL package) 


ASSOCIATED PRODUCTS 

SP9921 Decoder 

SP9960 Encoder and LED Driver 


CIRCUIT DESCRIPTION 

The photocurrent generated by a PIN diode is converted to 
a voltage suitable for driving a comparator input stage in a 
decoder/detector circuit. The SL9901 has a 3dB electrical 
bandwidth of 50MHz enabling NRZ data rates of up to 
100Mbit/s to be received. 



155 









SL9901 


ELECTRICAL CHARACTERISTICS 

Test Conditions - Voltages are with respect to the negative power supply (Vee) 


Characteristic 

Symbol 

Value 

Units 

Min. 

Typ.(l) 

Max. 

Positive supply voltage 

Vcc 

4.0 

5 

5.5 

V 

Ambient temperature 

T amb 

-40 


+85 

°C 

Input current (RMS) (Note 2) 

ll 

0.3 


10 

pA 

Output load 

Ro 



250 

O 


NOTES 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 

2. The device is guaranteed to operate at up to 30 milliamps (RMS), but above 10 milliamps the output may be clipped with associated loss of gain 
and the mid-points of the output may be distorted by up to 3ns. 


Characteristics - Voltages are with respect to the negative power supply (Vee) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

Power dissipation 

Pd 



100 

mW 


Thermal resistance: chip to case 

dec 


57 

69 

°C/W 


Thermal resistance: chip to 
ambient 

dCA 


163 

196 

°C/W 


Supply current 

Icc 

9 

12 

16 

mA 

Output unloaded 

Input bias voltage 

ViB 


1.5 

1.65 

V 

25 °C 

Input bias variation 

(5Vib/(5T 


1.7 

4 

mV/°C 


Input impedance 

Zi 


400 


Q 


Input current at clipping 

lie 

10 



pA 


Input current noise (Note 2) 

Ni 


3.5 

4 

pa/Vhz 


Input voltage noise (Note 2) 

Nv 


3200 

4000 

pv/Vhz 


Transimpedance gain 

Gt 

30 

40 


kO 


Gain roll-off 

Gr 

6 



dB/Oct. 

f> 100MHz 

3dB bandwidth (see Fig.3) 

fB 

50 



MHz 

5pF on input 



26 



MHz 

30pF on input 

Output impedance 

Zo 


50 

100 

Q 


Pin capacitance 

Op 


1.5 

2 

pF 

Pin to supplies 


NOTES 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 

2. The typical input voltage noise would create an equivalent input noise current of 0.12 microamps averaged over DC to 160MHz when the path 
is completed through an external 5pF input capacitance. The typical current noise source would create an equivalent input noise current of 
0.04 microamps over DC to 160MHz. 


ABSOLUTE MAXIMUM RATINGS 

Voltages are with respect to the negative power supply (Vee) 

Exceeding these ratings may cause permanent damage. 
Functional operation under these conditions is not implied. 

Positive supply voltage, Vcc OV to +7V 

Input voltage (device sourcing current), Vi OV 

Input current (device sinking current), li 1mA 

Output voltage (device sinking 

current), Vo OV to Vcc -2V 

Output current (device sourcing 

current), lo 10mA 

Storage temperature, Tst -55°Cto +150°C 

Relative humidity at 85°C, Rh 85% 

Chip temperature - plastic package (Note 1), Tc 145°C 

NOTE 

1. Thermal conductivities from chip to case and to ambient are 
given in Electrical Characteristics. 



external capacitance at input (pF) 

Fig.3 Minimum 3dB bandwidth against external capacitance 
at input 
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SP1404BW, D3702 

HIGH VOLTAGE INTERFACE CIRCUIT 


The SP1404 is a bipolar integrated circuit comprising five 
individual digital current amplifier circuits. Each circuit 
accepts a logic input from TTL, CMOS or a similar source 
and drives a high-current load at the output. The outputs are 
capable of withstanding high negative voltages In the ‘off 
state, making the SP1404 particularly suited to 
telecommunications applications. 

The D3702 is a version of the SP1404BW in 14 pin plastic 
package approved to BT specification. 

CIRCUIT DESCRIPTION (Fig.2) 

The SP1404 operates as a power amplifier interfacing from 
a voltage-level sensitive input to a high-current output 
switch. The input threshold is TTL-compatible, with a low 
input current requirement enabling one standard TTL output 
to drive many interfaces. The low input current requirement 
also makes it possible to use series current-limiting resistors 
to protect the SP1404 inputs. 

Each element of the device performs as inverting function, 
i.e. a low voltage level on the input causes a high current in 
the output. If the input is left open-circuit, the output will be 
off and the output current will be zero. 

The isolation of the integrated circuit is biased to the more 
negative of the two earth points by diodes D1 and D2 so that 
differences of up to (Vcc- 1) volts can be tolerated between 
the ‘noisy’ exchange earth and the ‘quiet’ electronic earth. 

ABSOLUTE MAXIMUM RATINGS 

Storage temperature -55°C to +175°C 


Chip operating temperature +150°C 

Ambient temperature (lour = 50mA) +85°C 

Load current 80mA 

Voltage between output and ‘noisy earth’ -65V 

Vcc to output voltage 75V 

Vcc to electronic earth 7V 

Input voltage Vcc + IV 


ELECTRICAL CHARACTERISTICS 
Test conditions (unless othenvise stated): 

Temperature range = 0°C to +70'=’C, Vcc = +5V ± 0.5V 




Characteristic 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 




Input current 


-20 


/iA 

> 

o 

II 

z 

> 





/iA 

ViN = Vcc 

Output voltage 



1.5 

V 

ViN = 0.8V, louT = 50mA 

Output current (Off state) 



100 


ViN = 2V, VouT = -60V 

Output current (On state) 

50 

80 


mA 

ViN := 0.8V 

Vcc supply current 


30 


mA 

Vcc = 5V, all inputs low 

Total power dissipation 


450 


mW 

Vcc = 5V, all inputs low 
all outputs louT = 50mA 


158 






SP1450B(B) & SP1455B(B) 

PCM SIGNAL MONITOR CIRCUITS 


Vccl(OV) [ 
NEG 1/P FAIL [ 
NEC 1/P THRESH [ 
INPUT 

POS 1/P FAIL [ 
POS 1/P THRESH [ 
N/C [ 
V£E 


"CT" 


Qe 


] ,Vcc2(0V) 

] STRETCHED 0/P 
] STRETCH WIDTH 
2 FAST 0/P 
] BIAS 
] N/C 

2 N/C 

] N/C 


DG16 


Fig.1 Pin connections (top view) 


The SP1450 and SP1455 are bipolar integrated circuits 
designed to monitor errors in three-level digital signals 
modulated by a three-alphabet 4B3T code such as MS43. 
They can also indicate the failure of positive or negative 
pulses in the signal. The high frequency capability allows 
operation in PCM systems up to 34M bit/s (SP1450) and 
140M bit/s (SP1455). Facilities are provided to adjust input 
thresholds independently on each polarity of input and the 
error output can be interfaced with low speed CMOS 
circuitry or high speed ECL. 

The SP1450B{B) and SP1455B(B) are similar to the 
SP1450B and SP1455B but are screened to MIL-STD-883, 
Method 5004, Class B. 

FEATURES 

■ Suitable for 34, 120 and 140M bit/s PCM 

ffl Positive and Negative Input Signal Fail Outputs 
B High Speed Error Output 

M Low Speed ‘Stretched’ Output 

D Low Power Consumption 

QUICK REFERENCE DATA 

M Supply Voltage -4.4V to -5.25V 

H Operating Temperature Range -10°C to +70°C 
H Power Consumption 10OmW typ 

■ Input Voltage Range ±450mV to ±1100mV 
(SP1450) 

±450mV to ±600mV (SP1455) 

■ Thermal Resistance 0j-a 100°C/W 


APPLICATIONS 

H PCM Telephone Transmission Terminal Equipment 
M PCM Repeaters 
H Error Checking Test Equipment 


ABSOLUTE MAXIMUM RATINGS 

Supply voltage -8V 

Reverse input current (pin 4) 5mA (continuous) 20mA 
(lOus max) 

Forward input current (pin 4) 20mA (10us max) 

Storage temperature -55°C to +150°C 
Operating temperature -10°C to +70°C 
Junction temperature 150°C 



Fig. 2 Input pulse wave form 
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SP1450B(B) 


ELECTRICAL CHARACTERISTICS 
Test conditions (uniess otherwise stated): 

Vcc = Pins 1-16 = OV, Vee = Pin 8 = -5.0V, Tamb = +25°C, Input voltage range (pins 3,4,6) = -0.9V to -3.1V 

DC CHARACTERISTICS 


Characteristic 

Pin 

Value 

Units 


Conditions 

Min. 

Typ. 

Max. 






Output low, current 

2 

0.9 

1.2 

1.9 

mA 


Pin 2 = OV 

Pin 3 = —1.7V 

Pin 4 = —2.0V 

Output low, current 

2 

0.7 



mA 


Pin 2 = OV 

Pin 3 = —1.95V 

Pin 4 = —2.0V 

Output high, current 

2 



1 



Pin 2 = OV 

Pin 3 - —2.3V 

Pin 4 = —2.0V 

Output high, current 

2 



0.4 

mA 


Pin 2 = OV 

Pin 3 =—2.05V 

Pin 4 = —2.0V 

Output low, current 

5 

0.9 

1.2 

1.9 

mA 


Pin 4 = —2.0V 

Pin 5 = OV 

Pin 6 = —2.3V 

Output low, current 

5 

0.7 



mA 


Pin 4 = —2.0V 

Pin 5 OV 

Pin 6 = —2.05V 

Output high, current 

5 



1 

HA 


Pin 5 = OV 

Pin 4 = —2.0V 

Pin 6 = —1.7V 

Output high, current 

5 



0.4 

mA 


Pin 5 = OV 

Pin 4 = —2.0V 

Pin 6 = —1.95V 








Pin 13,15 =OV 

Pin 3 = —1.7V 

Output low, current 

13 

6.0 

7.0 

9.0 

mA 'i 

< 

i Pin 4 = —2.0V 
} Pin 6 = —2.3V 

Output high, current 

15 



1 

liA ) 


) Pins 2,5 = OV 
f 470 0 pin 12 to —5V 

27 kQ pin 14 to —5V 
( Six pos. or neg. pulses on pin 4 








r Pin 13, 15 =OV 








1 Pin 3 == —2.3V 

Output high, current 

13 



1 

tiA 1 

< 

i Pin 4 = —2.0V 

Pin 6 1.7V 

Output low, current 

15 

0.5 

0.75 

■— 

mAJ 


1 Pins 2,5 = OV 

470 Q pin 12 to —5V 







V27 kO pin 14to—5V 

Current consumption 

1,16 


20 

25 

mA 


(Pins 2,5,13,15 = OV 
(Pins 3,6 =—2.3V 

(Pin 4 =—2.0V 

(27 kQ resistor between 
(Pin 14 and —5V 
(Pin 12 open 

Input bias current 

3 



40 

HA 


Pin 2 - OV 

Pin 3 = —1.7V 

Pin 4 = —2V 

input bias current 

6 



40 

1 

HA 


Pin 4 —2.0V 

Pin 5 = OV 

Pin 6 = —1.7V 

Input bias current 

4 


1 

80 

mA 


Pins 2,5 = OV 

Pins 3,6 = —2.3V 

Pin 4 = —2.0V 


160 













SP1450B(B) 


AC CHARACTERISTICS 

Circuit reference; Fig.3, Input signal: Fig.2, Tamb = -10°C to +70°C, Vee = -4.4V to -5.25V 



Pin 


Value 




V^llCll 


Min. 

Typ. 

Max. 



Max. Input Frequency 
SP1450 

13 



25.5 

M band/s 

j See note 1 below 

SP1455 

13 


— 

105 

M band/s 

Stretched output 
pulse width 

15 

0.5 

0.7 

2 

\xS 

ci = 390 pF Ri = 27 kCl 
using circuit of Fig. 7 
(see note 2 below) 

Error pulse width 

SP1455 

13 

4.25 

— 

5.25 

nS 

Input freq. 105 M band/s 

Error pulse amplitude 

13 

300 

— 

— 

mV 

At max input frequency 

Spurious pulse 
amplitude 

13 



50 

mV 

At max. input frequency 


NOTE 1: These figures are the max.input symbol rates. For 4B3T codes, the effective bit rate is 4/3 x (input frequency). 

NOTE 2: Resistor and capacitor values quoted are absolute values; temperature coefficients and tolerances have not been taken into account. 











SP1450B(B) 

APPLICATIONS 

The circuit shown in Fig.3 is designed to accept a three 
level (ternary) input signal as shown in Fig.2. The input is 
applied to pin 4 whilst fixed bias levels are maintained on pins 
3 and 6. When a positive input pulse is applied at a level more 
positive than the bias on pin 6 the positive comparator output 
o 1 goes from ‘0’ (Vee) to ‘T (Vcc). The 1-0 edge of this pulse 
clocks the five bit shift register one place to the right. 
Repeated operation will cause a pattern of logic ‘Ts to be 
propagated along the shift register. When bit 5 is at logic‘T 
and the input is also positive an ‘error’ will occur at pins 13 
and 15. 

A negative input pulse at a level more negative than the 
voltage on bias pin 3 causes the negative comparator output 
o 2 to clock the shift register one place to the left. Repeated 
operation causes a pattern of logic ‘O’s to be propagated 
along the shift register. When bit 1 is at logic ‘0’ and the input 
is also negative an ‘error’ output will again occur at pins 13 
and 15. 


During normal operation the shift register can assume one 
of only six possible states as shown in Fig.5. 


State 

1 

2 

3 

4 

5 

A 

0 

0 

0 

0 

0 

B 

1 

0 

0 

0 

0 

C 

1 

1 

0 

0 

0 

D 


1 

1 

0 

0 

E 


■■ 

■■ 

1 

0 

F 

■I 

■I 

■I 

1 

1 


Fig. 5 Shift register states 


When power is initially connected other states may occur. 

Two ‘error’ outputs are available. The fast output at pin 13 
is negative going: the peak current is defined by a resistor 



Fig. 7(a) Interfacing with CMOS at the stretched output (SP1450) 


connected between pin 12 and Vee according to the formula: 

3 3 

I = -^|(e.g. 820 ohms; 4mA) 

A pullup resistor must then be connected between pin 13 
and Vcc to give a suitable voltage swing. A suitable ECL 
Interface is shown in Fig.6. 

If, as in a repeater application, a fast output is not required, 
pin 12 should be left open and pin 13 connected to Vcc (pin 
16). 

A stretched output is available from pin 15 by connection 
of a capacitor between pins 14 and 15. A suitable circuit is 
shown in Fig.7. 

Facilities are available at pins 2 and 5 to detect the absence 
of negative and positive going input signals. If these are not 
required pins 2 and 5 should be connected to Vcc (pin 1). A 
CMOS interface circuit is shown in Fig.8. 


. T- 

-O Vcc (OV) 

n,3o 



i_r 

PIN 12 •* -1 1 

1-O ECU OUTPUT 

(6ns) 

470 


J 

1 - o Vee (-5V) 


Fig.6 Interfacing with ECL at the output 




Fig.8 Interfacing with pulse fail output with CMOS 
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PRELIMINARY INFORMATION 


APLESSEY 

Semiconductors. 


SP9921 

50 MBIT MANCHESTER BIPHASE-MARK DECODER 


The SP9921 is a bipolar monolithic silicon integrated 
circuit for clock and data recovery from a Manchester 
biphase-mark encoded input signal. It operates from a single 
5V supply and has ECL outputs. 

FEATURES 

■ 20 to 50Mbit/s Operating Range 

■ Single Supply Voltage 

I Sensitive Differential Input 

■ ECL Outputs 

■ Input Signal Detection from Lock Detect Output 

■ No False Frequency Lock 

APPLICATIONS 

■ High Speed Serial Data Communications 

H Fibre Optic Data Links 

■ Local Area Network (LAN) Interface 

ORDERING INFORMATION 

SP9921BDG (Industrial - Ceramic DIL package) 
SP9921BLC (Industrial - LCC package) 


ASSOCIATED PRODUCTS 

SL9901 Transimpedance Amplifier 
SP9960 Encoder and LED Driver 
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SP9921 


FUNCTIONAL DESCRIPTION 

Fig.2 shows the simplified block diagram of the device. It 
locks onto incoming data, recovers the clock and decodes 
the data making use of a reference clock input at 
approximately one fifth of the data rate. 

Receive Path 

Data is received at the differential input pins (RX + and 
RX-) of the limiting amplifier which outputs the digital 
received signal for monitoring at the amplifier output pin 
(RXO). This signal is fed into a Costas loop which outputs the 
recovered clock (RXC pin) and the decoded data (RXD pin). 

Fig.3 shows how the input signal is decoded. The 
Manchester biphase-mark code uses a transition at the 
centre of the bit to indicate a one and the absnece of a 
transition to indicate a zero. In addition there is always a 
transition at the end of the bit. 

Phase-Locking and Signal Recovery 

The SP9921 can be used in systems operating over a wide 
range of data rates without false frequency lock. This is 
achieved using a reference VCO and a recovery VCO. 


The reference VCO is phase-locked to the reference clock 
input (RCI pin). This generates an internal clock at 5 times 
the frequency of the reference clock input. The output of this 
VCO is output for monitoring on the reference clock output 
(RCO pin). Filtering of the bias control signal to the VCO is 
performed at the reference filter pin (REFF). 

The bias control signal for the reference VCO is filtered at 
the bias decoupling pin (BD) and used to set the free-running 
frequency of the recovery VCO. The recovery VCO drives the 
receive clock (RXC pin) and the modulators which in turn 
drive the integrators. The integrators analyse the 
components of the signal which are in phase and 90° out of 
phase and so obtain the recovered data and the correction 
signal for the Costas loop. The correction signal is filtered at 
the recovery filter pin (RECF). 

The modified Costas loop also pulls the phase-lock output 
pin (PLO) low for any bits when the output of the in-phase 
integrator (data) does not exceed the output of the out-of- 
phase integrator (error) by a set margin. This can occur when 
there is a loss of data, if there is enough noise on the link 
(even if not data is corrupted) or if the Costas loop has 
difficulty locking. 


vcc vee 


RCI (TTL INPUT) 
REFF 


BD 


RX + 
RX- 



RXO 


RCO 


RXC 


PLO 

RECF 


RXD 


Fig. 2 Functional block diagram (DG package pin out) 
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SP9921 


PIN DESCRIPTIONS 


Symbol 

Pin No. 

Pin name and description 

DG 

LC 

REFF 

1 

7 

Reference Filter (Current Output/Voltage Input). A series RC network should be 
connected between this pin and ground (Vee) to provide the filtering for the 
control of the reference VCO. 

Vee 

2 

8 

Negative Supply (Power Input). OV. 

RCO 

3 

9 

Reference Clock Out (ECL Output). This pin should output a clock which is 
phase-locked to the reference clock input (RCI pin) but which is 5 times its 
frequency. 

PLO 

4 

10 

Phase Lock Out (ECL Output). This pin goes low for any bits where the output of 
the in-phase integrator (data) fails to exceed the output of the out-of-phase 
integrator (error) by a set margin. 

RXD 

5 

11 

Received Data (ECL Output). This pin outputs the decoded received data. 

RXC 

6 

12 

Received Clock (ECL Output). This pin outputs the recovered clock. 

RXO 

7 

13 

Receive Out (ECL Output). This pin otputs the undecoded received data. 

Vcc 

8 

14,15 

Positive Supply (Power Input). 5V. 

NC 

9 

16,2 

No Connection. This pin should be left unconnected for normal operation. 

RCI 

10 

17 

Receive Clock In (TTL Input). This is the input forthe reference clock which sets 
the free-running frequency for the recovery VCO. Its frequency should be close 
to one fifth of the received data rate. 

Vcc 

11 

18,19 

Positive Supply (Power Input). 5V. 

RX +, 

RX- 

12,13 

20,1 

Receive Plus and Minus (Analog Voltage Inputs). These are the differential 
inputs to the limiting receive amplifier. They are self-biasing and would normally 
be capacitively coupled. For a single-ended input the unused pin should be 
capacitively coupled to ground. 

Vee 

14 

3,4 

Negative Supply (Power Input). OV. 

RECF 

15 

5 

Recovery Filter (Current Output/Voltage Input). A series RC network should be 
connected between this pin and ground (Vee) to provide the filtering for the 
control of the recovery VCO. 

BD 

16 

6 

Bias Decoupling (Decoupling Node). A capacitor should be connected between 
this pin and ground (Vee) to eliminate noise on the bias voltage generated by 
the reference PLL and which sets the free-running frequency of the 
recovery VCO. 


ELECTRICAL CHARACTERISTICS 

Test Conditions - Voltages are with respect to the negative power supply (Vee) 


Characteristic 

Symbol 

Value 

Units 

Min. 

Typ.(i) 

Max. 

Positive supply voltage 

Vcc 

4.5 


5.5 

V 

Case temperature- DG Package 

Tcase 

-40 


+140 

°c 

- LC Package 


-40 


+155 


Ambient temperature- DG Package 

T amb 

-40 


+70 

°c 

- LC Package 


-40 


+85 


Relative humidity 

Hr 



85 

% 

TTL input low voltage 

ViLT 

0 

0.4 

0.8 

V 

TTL input high voltage 

ViHT 

2.0 

2.4 

Vcc 

V 

Operating frequency 

fop 

20 


50 

MHz 

Differential receive voltage (peak to peak) 

Vrd 

10 


2000 

mV 


NOTE 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 
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SP9921 


Static Characteristics - Voltages are with respect to the negative power s upply (Vee) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(l) 

Max. 

Power dissipation 

Pd 



700 

mW 


Thermal resistance: chip to case 







DG Package 

dec 


22 

27 

°C/W 


LC Package 



22 

27 



Thermal resistance: chip to ambient 







DG Package 

6ca 


95 

114 

°C/W 


LC Package 



73 

88 



Supply current 

Icc 


100 


mA 

Outputs unloaded 

TTL input sink current 

It 



10 

//A 

0 < V < Vcc 

ECL output high voltage (Note 2) 

VOH 

Vcc-1.06 


Vcc-0.89 

V 

-30°C (Note 3) 



Vcc-0.96 


Vcc-0.81 


+25°C 



Vcc -0.89 


Vcc-0.70 


+85°C 

ECL output high source current 

IOH + 

10 



mA 

V< VoH (Min) 

ECL output high sink current 

lOH- 

2 



mA 

V > VoH (Max) 

ECL output low voltage (Note 2) 

VOL 

Vcc-1.89 


Vcc-1.68 

V 

-30°C (Note 3) 



Vcc-1.85 


Vcc-1.65 


+25°C 



Vcc-1.83 


Vcc-1.62 


+85°C 

ECL output low source current 

IOL + 

10 



mA 

V< VoL (Min) 

ECL output low sink current 

lOL- 

2 



mA 

V > VoL (Max) 

Receive offset voltage 

Vro 

-2.5 


2.5 

mV 


Receive bias voltage 

Vrb 


Vcc/2 


mV 


Receive input impedance 

Zri 

700 

1000 

1300 

Q 

Differential input 

Pin capacitance - DG Package 

Cp 


7 

10 

PF 

Pin to supplies 

- LC Package 



2 

3 




NOTES • ' 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 

2. Vrx+ - VRx->100mV to ensure a good ECL output on RXO. 

3. These are ambient temperatures. 


Reference Clocks Timing (see Flgs.4 and 5) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

RCI frequency 

fR 

3.9 


10.1 

MHz 


RCI rise time 

tRR 


20 


ns 


PCM clock high period 

tRH 

20 



ns 


RCI fall time 

tRF 


20 


ns 


PCM clock low period 

tRL 

20 



ns 


RCO rise or fall time 

tRRF 



4 

ns 

RL = 1kQ;CL=10pF 


NOTE 


1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 
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SP9921 



100% = VOH (MIN) 

1 j 



oU7o 




0% = VoL (MAX) 


-tRRF -► 

K 

1 L -tRRF - j 

!-•-tRRF 


Fig. 5 Timing - reference clock out 


Reference Loop Characteristics - Voltages are with respect to the negative power supply (Vee) 


Characteristic 

Symbol 

Value 

— 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

RCO frequency (see Fig.6) 

fnco 


18 


MHz 

Vreff = 2.5 




46 



Vreff = 3.0 




54 



Vreff = 3.5 

Reference loop gain (see Fig.7) 

Gref 


40 


MHz/V 

fop -= 20MHz 




100 



fop = 30MHz 




55 



fop = 40MHz 




20 



fop = 50MHz 

REFF source current pulse (Note 2) 

Irf* 

100 

250 

350 

AtA 


REFF sink current pulse (Note 2) 

Iref- 

100 

250 

350 

UA 



NOTES 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 

2. The device outputs a sink or source current pulse on every cycle of the RCI clock. The pulse duration is equal to the interval between the 
edges of the clocks being compared and its direction (sink or source) is determined by which edge is first. 



2.5 











/ 




y 












20 30 40 50 

FOP (MHz) 


Fig.7 Typical reference loop gain characteristic 


3.0 

VREFF (VOLTS) 

Fig.6 Typical reference VCO characteristic 


3.5 
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SP9921 


Receive Data Timing (see Fig.8) 


Characteristic 

Symbol 

Value 

— 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

Mean bit period 

ta 


1/fRCO 


ns 


Minimum half period 

tMIN 

O.StB 



ns 


Maximum half period 

tMAX 



0.7tB 

ns 



NOTE 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 



Recovery Loop Characteristics - Voltages are with respect to the negative power supply (Vee) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(1) 

Max. 

Reference voltage (REFC) 

Vr 


Vcc -1 


V 


Operating voltage (REFC) 

Vop 

Vr-0.33 


Vr +0.33 

V 


Free-running voltage (REFC) 

Vfr 

Vr-0.33 


Vr +0.33 

V 


Free-running frequency offset 

Afr 

-5 


5 

% 


(w.r.t. fpco) 







Current-phase ratio (Note 2) 

a i/PH 


115 


/y A/rad. 

Averaged 

Impedance to Vfr at REFC 

Rp 

5 

10 


kO 


Frequency-voltage ratio 

a F/v 


8.5 


MHz/V 

fRco = 50MFtz 




9.5 



fRco = 40MHz 




11 



fRco = 30MHz 




6.5 



fRCo = 20MHz 

Lock-on range (w.r.t. fRco) 

Al 

-5 


5 

% 



NOTES 

1, Typical figures are for design aid only. They are not guaranteed and not subject to production testing, 

2. The device outputs a sink or souce current pulse on every cycle of the RXC clock. The pulse is proportional to the phase difference between 
the edges of the RXC clock and of the incoming data, up to a limit of a quarter cycle. Although the pulse lasts for half of the clock cycle, the figure 
shown here is the value averaged over the cycle. 

Receive Outputs Timing (see Figs. 9 and 10) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

RXC fall time 

tRXF 



4 

ns 

Rl = 1kQ;CL = 10pF 

RXC rise time 

tRXR 



4 

ns 

Rl = 1kQ;CL = 10pF 

Output hold time 

tOH 

0 



ns 

Rl = 1kQ;CL = 10pF 

Output delay 

tRR 


3 

5 

ns 

Rl = 1kQ:CL = 10pF 


NOTE 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 
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Fig.10 Timing - receive data and phase lock out 


ABSOLUTE MAXIMUM RATINGS 

Voltages are with respect to ground (Vee) 

Exceeding these ratings may cause permanent damage. Storage Temperature, Tst -55°C to +125°C 

Functional operation under these conditions is not implied. Relative humidity at 85°C, Rh 85% 

Chip temperature (Note 1), Tc 4-175°C 

Positive supply voltage, Vcc OV to +7V NOTE 

Input voltage, Vi -0.3V to Vcc +0.3V 1 . Thermal conductivities from chip to case and ambient are given 

Output voltage, Vo OV to Vcc in Electrical Characteristics. 
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PRELIMINARY INFORMATION 



SP9960 

50 MBIT MANCHESTER BIPHASE-MARK ENCODER AND LED DRIVER 


The SP9960 is a Manchester biphase-mark encoder and 
LED driver, designed for use in fibre-optic links at up to 
50Mbit/s. 

It encodes TTL or ECL data and outputs the result as a 
current at either the large or the small LED driver output. The 
LED driver and the current output are selectable. 

FEATURES 

■ Up to 50Mbit/s Operation 

■ TTL or ECL Inputs 

M Choice of LED Drivers - Large or Small 

■ Choice of LED Drive Currents 

■ LED Driver Enable Control 
I Single Supply Voltage 

APPLICATIONS 

■ High Speed Serial Data Communications 

H Fibre Optic Data Links 

■ Local Area Network (LAN) Interface 

ORDERING INFORMATION 

SP9960BDG (Industrial - Ceramic DIL package) 
SP9960BLC (Industrial - LCC package) 

ASSOCIATED PRODUCTS 

SP9921 Decoder 

SL9901 Transimpedance Amplifier 
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SP9960 


FUNCTIONAL DESCRIPTION 

Fig.2 shows the simplified block diagram of the device. 
Data arriving at a data input (TDI or EDI pin) is sampled by 
the positive edge of the appropriate clock (TCI or ECl pin), 
encoded into a biphase-mark signal, and output as a current 
at the chosen LED driver (SD or LD pin). 

If TTL inputs are to be used (TDI and TCI pins) then the 
ECL inputs (EDI and ECl) should be left unconnected and 
vice versa. 

Biphase-Mark Encoding 

Fig.3 shows how the biphase-mark encoding scheme 
works. The input data is sampled by the positive edge of the 
clock. If the data is high (logic 1) then the driver switches to 
its opposite state (i.e. off if it was previously on, or on if it was 
previously off). If the data is low (logic 0) then the driver does 
not switch to its opposite state on the positive clock edge. 

Regardless of the sampled input data, the driver always 
switches to its opposite state on the negative edges of the 
clock. 

This form of encoding ensures a high number of 
transitions in the signal which simplifies the task of clock 
recovery at a remote detector. Since the data is encoded in 
terms of transitions, rather than as absolute levels, the signal 
can be given a net inversion without corrupting the 
information carried. 


LED Drivers 

There are two LED driver outputs, the small driver (SD pin) 
and the large driver (LD pin). The driver used is chosen by the 
Vee : LD pin, which should be tied to the V ee pin to select the 
large driver and left unconnected to select the small driver. 

The small driver outputs either 15 or25mA (typically) when 
on. If the Vee: 10 pin is tied to Vee then the output is boosted 
by 10mA to 25mA. If the V ee ; 10 pin is unconnected then the 
output remains at 15mA. 

The large driver outputs 45, 80, 115 or 150mA (typically) 
when on. If the Vee : 35 pin is tied to Vee then the output is 
boosted by 35mA and if the Vee: 70 pin is tied to Vee then it is 
boosted by 70mA. If both these pins are left unconnected 
then the output remains at 45mA. 

When the LED driver is off then current is switched to the 
dummy load pin (DL) which is normally connected to the 
positive supply via the dummy load resistor. This reduces the 
ringing which could otherwise occur on switching relatively 
large currents. 

The drivers are disabled by pulling the ODE pin low. they 
are enabled if the ODE pin is left unconnected or pulled high. 


Vee : 10 ODE 


Vcc 


SD 


DL 


LD 



TCI 

TDI 


ECl 

EDI 


Vee : 35 VEE: 70 VeE : LD Vee 


Fig.2 Functional block diagram (DG package pin out) 
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SP9960 


PIN DESCRIPTIONS 


Symbol 

Pin No. 

Pin name and description 

DG 

LC 

Vee 

1 

2 

Negative Supply (Power Input). This pin is normally tied to OV for TTL operation or 
to -5.2V for ECL operation. 

Vee: 10 

2 

3 

10mA Negative Supply (Power Input). This pin should be tied to the negative supply 
(V ee) to increase the current at the small current LED output driver (SD pin) by 10mA 
(typically) if the small driver is selected. It should be left unconnected otherwise. 

TDl 

3 

4 

TTL Data Input (TTL Input with Internal Pull-down). Transistor-transistor logic 
(TTL) data is strobed in at this pin by the positive edges of the TTL clock input 
(TCI pin). This pin should be left unconnected if the TTL inputs are not to be used. 

TCI 

4 

5 

TTL Clock Input (TTL Input with Internal Pull-down). The rising edge of this clock is 
used to strobe the TTL data input (TTI pin). This pin should be left unconnected if 
the TTL inputs are not to be used. 

ECl 

5 

7 

ECL Clock Input (ECL Input with Internal Pull-down). The rising edge of this clock is 
used to strobe the ECL data input (EDI pin). This pin should be left unconnected if 
the ECL inputs are not to be used. 

EDI 

6 

8 

ECL Data Input (ECL Input with Internal 

data is strobed in at this pin by the positive edges of the ECL clock input (ECl pin). 

This pin should be left unconnected if the ECL inputs are not to be used. 

Vcc 

7 

10 

Positive Supply (Power Input). This pin is normally tied to 5V for TTL operation or to 

OV for ECL operation. 

DL 

8 

11,12 

Dummy Load (Current Sink Output). Current is switched between this pin and the 
selected LED driver (SD or LD) to reduce ringing. It should be connected to the 
positive supply via the dummy load resistor which should be chosen to give a IV 
drop when the current is on. 

SD 

9 

13 

Small Driver (Current Sink Output). This is the small current LED output driver. 

Data supplied at the clock and data pins is encoded and output as a current at this 
pin if the large driver negative supply pin (Vee : LD) is left unconnected. 

LD 

10 

15 

Large Driver (Current Sink Output). This is the large current LED output driver. 

Data supplied at the clock and data pins is encoded and output as a current at this 
pin if the large driver negative supply pin (Vee : LD) is tied to the negative supply 
(Vee). 

Vee : 70 

11 

17 

70mA Negative Supply (Power Input). This pin may be used in conjunction with the 

Vee: 35 pin. It should be tied to the negative supply (Vee) to increase the current sunk 
at the large current LED output driver (LD pin) by 70mA (typically) if the large driver 
is selected. It should be left unconnected otherwise. 

Vee: 35 

12 

' 

18 

35mA Negative Supply (Power Input). This pin may be used in conjunction with the 

Vee : 70 pin. It should be tied to the negative supply (V ee) to increase the current sunk 
at the large current LED output driver (LD pin) by 35mA (typically) if the large driver 
is selected. It should be left unconnected otherwise. 

Vee: LD 

13 

19 

Large Driver Negative Supply (Power Input). This pin should be tied to the negative 
supply (Vee) if the large current LED output driver (LD pin) is to be used. It should be 
left unconnected if the small current LED output driver (SD pin) is to be used. 

ODE 

14 

20 

Output Driver Enable (Programming Input with Internal Pull-up). This pin should be 
left unconnected for normal operation. If it is low then the LED output driver is 
disabled. 
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ELECTRICAL CHARACTERISTICS 

Test conditions - Voltages are with respect to the negative power supply (Vee) 


Characteristic 

Symbol 

Value 

Units 

Min. 

Typ.(1) 

Max. 

Positive supply voltage 

Vcc 

4.5 


5.5 

V 

Case temperature 

Tcase 

-40 


Note 2 

°C 

Ambient temperature 

T amb 

-40 


Note 2 

°c 

Programming input low voltage 

ViLP 

0 


0.4 

V 

Programming input high voltage 

ViHP 

2.0 


Vcc 

V 

TTL input low voltage 

VlLT 

0 

0.4 

0.8 

V 

TTL input high voltage 

ViHT 

2.0 

2.4 

Vcc 

V 

ECL input low voltage 

Vile 

0 


Vcc -1.65 

V 

ECL input high voltage 

ViHE 

Vcc-0.96 


Vcc 

V 


NOTES 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 

2. The maximum temperatures depend on the selected LED drive current. The limits are found by derating the limit of chip temperature (given in 
Absolute Maximum Ratings) by the temperature difference due to the power dissipation and the thermal resistance to case or ambient (given in 
Electrical Characteristics). 


Static Characteristics - Voltage are with respect to the negative power supply (Vee) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

Power dissipation 

Pd 



Note 2 

mW 


Thermal resistance: chip to ambient 

dec 






DG Package 



22 

27 

°C/W 


LC Package 



22 

27 



Thermal resistance: chip to ambient 

Oca 






DG Package 



95 

114 

°C/W 


LC Package 



73 

88 



Supply current (Note 2) 

Icc 


25 

40 

mA 

Outputs disabled 

Programming input current 

Ip 



10 

mA 

0 < V < Vcc 

TTL input current 

It 



130 

fjA 

0< V< Vcc 

ECL input current 

Ie 



250 


0 < V < Vcc 

Small driver on current (sink)(Note 2) 

ISD 

12 

15 

18 

mA 

1 < V< Vcc, default 



20 

25 

30 


+ 10mA 

. 

Large driver on current (sink)(Note 2) 

Ild 

36 

45 

54 

mA 

1 < V< Vcc, default 



64 

80 

96 


+ 35mA 



92 

115 

138 


-f70mA 



130 

150 

180 


+ 105mA 

Driver off leakage (sink) 

II 



100 

/iA 

0< V< Vcc 

Pin capacitance 

Cp 


7 

15 

PF 

Pin to supplies 


NOTES 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 

2. The maximum power dissipation depends on the selected output drive current. It is always less than the product of the supply voltage with the 
sum of the maximum driver current (either Iso or Ild) and the maximum current with drivers disabled (Icc). 
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Digital Switching Characteristics (see Figs.4 and 5) 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ.(i) 

Max. 

Operating clock frequency 

fc 



60 

MHz 


Clock high period 

tCH 

5 



ns 


Clock low period 

tCL 

5 



ns 


Input data set-up time 

tis. 

5 



ns 


Input data hold time 

tiH 

5 



ns 


Output data hold time 

tOH 

0 



ns 


Output data delay 

too 


15 

30 

ns 


Output rise or fall time 

tORF 



2 

ns 


1st half cycle period 

tiCP 

tCL-2 



ns 


2nd half cycle period 

t2CP 

tCH-2 



ns 



NOTE 

1. Typical figures are for design aid only. They are not guaranteed and not subject to production testing. 


ABSOLUTE MAXIMUM RATINGS 

Voltages are with respect to the negative power supply (Vee) 

Exceeding these ratings may cause permanent damage. 
Functional operation under these conditions is not implied. 


Positive supply voltage, Vcc 
Input voltage, Vi 
Output voltage, Vo 
Storage temperature, Tst 
Relative humidity at 85°C, Rh 
Chip temperature (Note 1) Tc 


OVto +7V 
-0.3V to Vcc +0.3V 
OV to Vcc +0.3V 
-55°C to +125°C 
85% 
4-175°C 


NOTE 

1. Thermal conductivities from chip to case and to ambient are 
given in Electrical Characteristics. 



175 












SP9960 



Fig.5 Digital switching characteristics - output 



Fig. 6 Typical ECL application circuit - large driver at 115mA (nominal) chosen NB For TTL applications the TTL inputs should be used, 
Vcc should be 5V and Vee should be OV (DG package pin out) 
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AkPLESSEY 

Semiconductors • 


ZNPCM1 

SINGLE CHANNEL CODEC 


FEATURES 

• Converts a delta-sigma modulated digital 
pulse stream into compressed 'A' law pcm 
and vice-versa. 

• Enables realisation of a single channel codec 
circuit with minimum component usage. 

• Pin selectable input/output interface providing 
either single channel operation at 64K bit/s 
(2,048 kHz external clock) or up to 2,048K bit/s 
(2,048 kHz external clock) for multi-channel 
burst format. 

• Encoder and decoder can be clocked asynchro¬ 
nously (useful for pcm multiplex applications). 

• Optional alternate digit inversion. 

• Electrically and pin compatible with AY-3-9900 

• Fully TTLcompatible. 

• Single 5V supply. 

Pin connections - top view 


ov 

MS 

DS1 

DSZ 

ADI 

NC 

OV 

Vcc 

DSMO 

SGN 

OSMi 

SRF 


DG24 (ZNPCMIJ) 



DESCRIPTION 

The ZNPCM1 integrated circuit is the result of a joint development programme with British Telecom. 
Designed for use in single channel codec systems the device accepts a delta-sigma modulated pulse 
stream at 2,048K bit/s (2,048kHz external clock) and converts it into 8K sample/s compressed ‘A’ law 
pcm. In the decode direction the device performs the reverse function. A flexible serial pcm Input/output 
interface is provided allowing operation in a single channel mode at 64K bit/s or at up to 2,048K bit/s 
(2,048kHz external clock) for a multi-channel burst format. Digit delay control is provided to compensate 
for transmission delays. Optional alternate digit inversion is provided and the encoder and decoder can 
be clocked asynchronously if required for use in pcm multiplex applications. 

Designed for use with a 2,048kHz system clock, when operated with the required delta-sigma modulator 
and demodulator (see application report ‘a single channel codec’). The device performance complies 
with B.T. specification RC5549B and CCITT recommendations G711/G712 (1972). 

The ZNPCM1 is guaranteed to operate up to 2,048kHz and will typically operate up to 4MHz. Operation is 
from a single 5V power supply with a typical power dissipation of 400mW. All inputs and outputs are TTL 
compatible. Available in a 24-lead ceramic dual in-line package, the device is designed to operate over 
the temperature range 0°C to +70°C. 
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ABSOLUTE MAXIMUM RATINGS 

Supply Voltage, Vqq . +7 Volts 

Input Voltage, V||sj .+5.5 Volts 

Operating Temperature Range .. OX to +70X 

Storage Temperature Range .. .. -65 X to +150X 


RECOMMENDED OPERATING CONDITIONS 


Parameter 

Min. 

Norn. 

Max. 

Unit 

Supply Voltage, Vqq 

4.75 

5.0 

5.25 

V 

High-level Output Current, Iqh 


— 

-400 

[xA 

Low-level Output Current, Iql 

[|3 

— 

4 

mA 

Operating Temperature Range, 

0 

— 

70 

X 


ELECTRICAL CHARACTERISTICS (over recommended operating temperature range). 



178 





















































































ZNPCM1 


PIN CONFIGURATIONS 


■ 

Notation 

Comments 

1 

OV 


■ 

MS 

MODE SELECT (Note 1) 

Logic 0 = External pcm I/O interface timing 

Logic 1 = Internal pcm I/O interface timing 

■1 

DS1 

DECODER SELECT 1 and 2 (Note 2) 

4 

DS2 

A two bit binary word selects required digit delay between encoder and 
decoder. 

DS1 DS2 Digit Delay 

0 0 0 

0 1 1 

1 0 2 

1 1 3 

5 

ADI 

ALTERNATE DIGIT INVERSION 

Logic 0 = No. ADI 

Logic 1 = ADI 

6 

N.C. 

NO CONNECTION 

7 

OV 


8 

< 

o 

o 


9 

DSMO 

DELTA-SIGMA MODULATED OUTPUT SIGNAL 

10 

SGN 

SIGN BIT OUTPUT 

Sign bit from the encoder, used to operate on the delta-sigma modulator 
to reduce d.c. offset effects. 

11 

DSMI 

DELTA-SIGMA MODULATED INPUT 

12 

SRF 

SPECTRAL REDISTRIBUTION FUNCTION 

Output signal used to operate on the delta-sigma modulator to reduce 
low frequency quantisation noise. 

13 

PCMO 

PCM OUTPUT 

14 

SGBI 

SIGNALLING BIT INPUT 

Facility for adding signalling bit(s) to the output pcm stream. 

15 

ETV 

ENCODER TIMING VECTOR 

A pulse defining the beginning of each frame used to maintain encoder 
timing. 

16 

PCMI 

PCM INPUT 

17 

SGBO 

SIGNALLING BIT OUTPUT 

Serial output for extracting signalling bit(s) from the incoming pcm 
stream. 
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PIN CONFIGURATIONS (continued) 


Pin 

Notation 

Comments 

18 

DTW 

DECODER TIMING WAVEFORM 

A pulse used to indicate to the decoder when the input pcm stream is In 
the input register (required only when external shift clocks are used). 

19 

SCE 

ENCODER SHIFT CLOCK 

Used to control the output of serial pcm data from the encoder (when 
MS is low). 

20 

CLKD 

DECODER MAIN CLOCK 

21 

CLKE 

ENCODER MAIN CLOCK 

22 

SCD 

DECODER SHIFT CLOCK 

Used to control the input of the serial pcm data to the decoder (when 
MS is low). 

23 

N.C. 

NO CONNECTION 

24 


INTERNAL CONNECTION 

Make no external connection to this pin. 


Notes: 

1. With MS low (logic 0) serial PCM transmission is under the control of an externally generated shift 
clock SCE which can vary from 64 kHz to 2,048 kHz. The timing of this input function allows the 
insertion of a number of signalling bits into the PCM stream via the SGB1 input. In the high 
(logic 1) state the 8 bit PCM codeword will be transmitted at a rate of 64K bit/sec and each 
codeword will occupy the full! 25 (xs frame period with the leading edge of the first bit occurring 
at a time defined by the ETV pulse. 

2. Delays through the transmission network, normally under the control of transmission switches, 
may cause the decoder input pulse stream to be delayed in time by a number of digits from the 
original transmitted pulse. To compensate for this delay two control inputs, DS1 and DS2, are 
provided. Consequently when MS is in the high state discrete digit delays of 0 to 3 periods may 
be selected resulting in a controlled shift of decoder timing in order to re-align Bit 1 in its correct 
position in the input register. 

When using an externally generated clock (i.e. MS in low state) an input shift clock (SCD) and 
timing waveform (DTW) are required to ensure that Bit 1 of the input codeword occupies its 
correct position in the input shift register. 
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TIMING DIAGRAM 

ENCODER 


1271128 


25510 


_!-- TIMING VECTOR 

127 128^ - COUNT VALUE 

_I MOST 5IG' BIT OF COUNTER 


-SIGN BIT 


-SIGN BIT 


“ LINEAR TO 
*A LAW 

CONVERSION n 


ACCUMULATOR CLEAR 
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6^kHz CLOCK TO OUTPUT 
SHIFT REGISTER 


SHIFT REGISTER OUTPUT 
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'D'TYPE 
-SIGN BIT 

I 2 I ‘O'TYPE OUTPUT, SERIAL 
P.C.M. OUTPUT 
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ONE BIT DELAY 
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DECODER TIMING 

WAVEFORMS 
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TIMING DIAGRAM 

DECODER 


ZNPCM1 
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APPLICATIONS INFORMATION 
(a) A Single Channel Codec 

Fig. 1 shows a block diagram of a single channel Codec using the ZNPCM1. The circuit accepts 
a band limited analogue input signal (300-3,400 kHz) and converts it to one bit/sample 
delta sigma code format at a high sampling rate. The dsm bit stream is then converted by the 
ZNPCM1 into 8-bit compressed pulse code modulation (pern) code words at the standard rate 
of 8K samples/sec, which is then converted into serial format for transmission serially at 
64K bit/sec. External timing signals can be used to increase the transmission bit rate to 
2,048K bit/sec. to allow for multiplexing in a burst format (see application b). 



Fig. 1. 


The pem input interface will accept either a 64K bit/sec. bit stream or, by the application of 
external timing signals, a bit rate of 2,048K bit/sec. in burst format. This isthen converted by the 
ZNPCM1 into a dsm bitstream at 2,048K bit/sec. The dsm demodulator accepts this bit stream 
and produces one of two precisely defined analogue levels per single bit sample. The analogue 
waveform can then be recovered via a low pass filter, cutting off just above the highest signal 
frequency to be recovered (3.4 kHz). 
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Output voltages of the dsm circuit are stabilised by supplying the quad D-type from a 5 volt 
regulator, which is always associated with the Codec, and clamping the high state output 
voltages to a 2.45V reference by the use of Schottky diodes. These also help to match the 
voltages influencing the d.c. alignment conditions and minimise the effects of power supply 
variations and noise. Resistor ratio stability is obtained, along with a small 
modulator/demodualtor physical size by implementing the resistors and small capacitors as 
an in-line hybrid. More details of the operation of the dsm circuit are outlined in the Plessey 
brochure ‘A Single Channel Codec’. 

An interesting development, again in co-operation with British Telecom, is the integrated 
circuit dsm solution, the ZNPCM2. This will reduce the circuitry surrounding the ZNPCM1 to 
a single I.C. and seven capacitors. 

The Codec performance related to CCITT criteria is outlined in Fig.2. 



Fig. 2. 


(b) A 30 Channel PCM Codec Solution 

Traditionally the code conversion process on branch-to-main telephone exchange systems 
has been performed using multiplexed codecs. Historically the reason for this has been the 
codec specification where the signal-to-noise and gain-linearity constraints imposed on the 
systems have resulted In the use of expensive hybrid codecs, it might seem immediately 
obvious that the use of single channel codecs offers a more attractive solution, however a 
comparison of one of the major performance criteria is first of ail necessary, that of power 
dissipation. Indeed, an initial comparison using the conventional 30 Channel PCM system 
shows the single channel codec approach to disadvantage. However, a more detailed 
analysis, using the single channel codecs in a power switching mode, shows this technique 
to be compatible with time shared codecs. This is described In section (d). 

Let us first of all consider the system approach for using the single channel codecs in a 30 
channel PCM system by looking at Fig.3. 
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I-1 FORO <N ^15 



Fig. 3. 

Fig. 3 shows how a 32 time slot (Note: A 30 Channel system has in fact 32 time slots, the 
two additional ones being for signalling notation and synchronisation), 2,048K bit/sec. 
multiplex can be formed and decoded using 30 single channel codecs, when the two directions 
of transmission operate synchronously. Only the Nth codec is shown, connected to the 'Nth' 
port of the 32 port multiplexer and demultiplexers. When the 5-blt address equals N the 
2,048 kHz shift clock Is routed through the 'Nth' codec for eight clock pulses as shown in 
Fig. 4(a). The shift-in and shift-out clock terminals of the codec are commoned together. Since 
the shift-out terminal uses a negative active clock edge and the shift-in terminal uses a positive 
active clock edge the pern digits for the two directions may be in exact time alignment. This is 
compatible with using the same 5-blt address for the multiplexer and the other demultiplexer. 

The Encoder Timing Vector (ETV) and the Decoder Timing Waveform (DTW) may be derived 
from a counter driven by the 2,048 kHz clock and commoned across a number of codecs. For a 
32 time slot multiplex, two sets of ETV's and DTW's should be generated with a half frame 
displacement as shown in Figs. 4(b) and 4(c). The first pair will supply ports 0 to 15 and the 
second pair ports 16 to 31, and consequently allowing the shift activity to be kept well clear of 
the timing waveforms for a given codec. 

For a conventional 32 time slot codec ports 0 and 16 correspond to the synchronisation and 
signalling channels respectively. 

Fig. 5 shows a similar arrangement for generating and decoding a 32 time slot multiplex when 
the two directions of transmission operate asynchronously. The two directions are operated 
quite independently but using similar principals to those previously discussed. It should again 
be noted that two sets of ETV's and DTW's should be used. 
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Fig. 4. 

ENCODE 
5 BIT ADDRESS 



DECODE 
5 BIT ADDRESS 


Fig. 5. 
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(c) Switching Applications 

TheZNPCMI can be used in a variety of ways to satisfy switching applications. One technique 
is to operate directly on the 2,048K bit/s digit stream produced by the circuit arrangement 
shown in Fig. 3, where each codec has a defined time slot in the bit stream. An alternative 
technique would be to derive the address applied to the multiplexer and demultiplexer from the 
contents of a random access memory (RAM) which defines the codec to be used in a given 
time slot, in an exchange of PCM codewords between the codec and an intermediate store. In 
this mode of use the codec interface is effectively used as a time switch store. 

The circuit shown in Fig 5 can be used without an intermediate store where again the codec 
addresses are derived from RAM's. The encode address defines the 'source' and the decode 
address the 'sink' in a given time slot. The decode address may be delayed with respect to the 
encode address by an integer number of 2,048 kHz clock periods to take account of any small 
fixed switching delay. 


f CODEC 1) 


'CODEC N) 



I 


Lniuinjinjinjiiim 

72kH7 

Jsi^ 

1 |2|3|4|5|6|7 

1 8 1SIG| 

1 1 1 2 1 3 1 

PCMO 





- PCM1 (EXAMPLE 
. OF 1 BIT DELAY) 

Hj 

SIg| 1 1 2 1 3 1 4 1 5 1 6 

1 7 1 8 

|sig| 1 I 2 I 


^TRANSITIONS IN 
WITH 2048kHz 

PHASE 

n_ 

DTW 


Fig. 6. 

Fig. 6 shows an arrangement where the codecs input and output continuously, allowing 
9-blts (8 PCM plus 1 signalling) to be exchanged in each 125 jxs sample period. All the codecs 
may be supplied with common ETV, DTW, 2,048 kHz and 72 kHz waveforms. Each bit is 
retimed in the digital switch using a latch. 

The digital switch may be operated using a bit switching arrangement, combined with the 
extraction and insertion of the signalling bits. Alternatively the bits may be reformatted Into 
bytes and then byte switching performed. If the signalling is handled separately to the pcm 
codewords then a 64K bIt/s rate can be used to and from the codec. This is compatible with 
using the codecs internal clock mode (MS = 1) in which case the only common timing 
waveforms required at the codec are the 2,048 kHz clock and the ETV. 
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(d) Power Switching 

Comparisons have previously been made between shared and single channel codecs where 
these comparisions were reduced to one of pov^/er dissipation. Considerable power savings 
can be made by using the codecs in such a mode that they are only powered-up when 
required for use. 

It is interesting to compare the power dissipation of an eight channel system using in one case 
eight ZNPCMIs in a power switching mode and, in the other case, one of the more popular 
time shared codecs which caters for eight channels. One single channel codec dissipates 
600 mW and the time shared codec dissipates 1500 mW. 

If the channel occupancy Is p, then the average power dissipation per channel for the time 
shared codec is given by 


Wts = 1 - (l-p)S^mW 

This assumes the time shared codec is only powered-up when any of the eight channels are 
required for use. 

The average power dissipation per channel using the single channel codecs is simply given by 

Wsc = P-600 mW 

Fig. 7 shows a plot of power dissipation versus channel occupancy; p for both approaches. The 
busy period average channel occupancies are likely to be in the range 0.2 to 0.15, clearly the 
lower end of the curves. Taking a figure of p = 0.06, for example, then the single channel 
codec dissipates only 36 mW per channel, approximately 50% less than the time shared codec. 
As the graph shows even for very busy exchanges given values for p of up to 0.3 shows the 
ZNPCM1 system to dissipate less power. 



Fig. 7. 
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Semiconductors. 


ZNPCM2 

DELTA SIGMA MODULATOR/DEMODULATOR 


FEATURES 

• Converts analogue input signal into delta sigma 
modulated (DSM) signal to be used as input for 
ZNPCM1 Codec I.C. 

• Converts DSM signal produced by ZNPCM1 into 
level defined digital pulse stream for conversion to 
the analogue equivalent signal using low-pass 
filter techniques. 

• High signal-to-noise ratio. 

O Monolithic integrated circuit combining digital 

. and analogue circuitry. 

9 Single 5V supply. 

9 18-lead ceramic or modulated D.I.L. package. 


Pin connections - top view 


ANALOG INPUT 
INTEGRATOR OUTPUT 
INTEGRATOR OUTPUT 
INTEGRATOR DECOUPLE 
HIGH REF. DECOUPLE 
LOW REF. DECOUPLE 
ANALOGUE OV 
CENTRE REF. DECOUPLE 
DC FEEDBACK DECOUPLE 


DG18 (ZI\1PCM2J) 



U ENCODER CLOCK 
J DECODER CLOCK 
2 DIGITAL OV 

] UNFILTERED ANALOG OUTPUT 
H Vcc 

2 DSM INPUT 
2 SIGN BIT INPUT 
2 DSM OUTPUT 
2 SRF INPUT 


DESCRIPTION 

The ZNPCM2 Delta Sigma Modulator/Demodulator (DSM) Integrated Circuit is designed for use in 
conjunction with the Plessey ZNPCM1 or G.l. AY-3-9900 Codec ICs as the conversion unit in pulse 
code modulation communication systems. The ZNPCM2 modulator function converts analogue 
speech or data signals into a sampled signal having one bit per sample at a high sampling rate. The 
demodulator function produces an output signal having one of two well defined voltage levels in 
response to the signal bit per sample input signal. The original signal can then be recovered by low- 
pass filter techniques. 

The ZNPCM2 provides excellent signal-to-noise ratio as a result of Innovative circuit techniques 
developed by British Telecom. A rectangular input waveform designated as a spectral 
redistribution function (SRF) is provided and this modifies the quantisation noise spectrum, 
moving the noise components to higher frequencies. By varying the amplitude and phase of the 
SRF waveform, the net effects on the PCM outputs from the Codec system can be made to be ZERO 
if the SRF is sampled synchronously within the system. In addition a complex feedback network is 
utilised in the DSM circuit to provide increased feedback at low frequency which results In the 
relative attenuation of low frequency quantisation noise components below 32kHz. 

DC alignment to better than 0.01 % at low signal amplitudes is achieved at the output by use of a 
feedback loop minimising both the DSM voltage offset and the digital code offset. This technique 
makes use of the fact that the PCM code words have a sign and magnitude format and the result 
eliminates the need for component trimming. 
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ZNPCM2 


Designed using the same technology as the ZNPCM1 Codec I.C., the ZNPCM2 combines both 
linear and digital circuits on the same monolithic I.C. Packaged in an 18-lead ceramic (ZNPCM2J) 
DIL, the device is designed to operate over the temperature range 0°C to -h70°C. 


ABSOLUTE MAXIMUM RATINGS 

Supply Voltage, Vcc.-+-7 volts 

Digital Input Voltage, V|N(d) ..+ 5.5 volts 

Analogue Input Voltage, V|n(a) ..4 volts pk-to-pk 

Operating Temperature Range.0°Cto +70°C 

Storage Temperature Range.-65°Cto -h150°C 


RECOMMENDED OPERATING CONDITIONS 


Parameter 

Min. 

Nom. 

Max. 

Unit 

Supply Voltage 

4.75 

5.0 

5.25 

V 

High-level Output Current, Iqh (Digital Outputs) 

- 

- 

-400 

mA 

Low-level Output Current, Iql (Digital Outputs) 

- 

- 

4 

mA 

Analogue Output Impedance, Zao 

- 

100 

- 

Q 

Operating Temperature Range, Tgmb 

0 

- 

70 

°C 


ELECTRICAL CHARACTERISTICS (over the recommended operating temperature range), 
(a) Digital Inputs and Outputs. 



Parameter 

Test Conditions 

nmol 


Max. 

Unit 

V,H 

High-level input voltage 



- 

- 

V 

V|L 

Low-level input voltage 


- 

- 

0.8 

V 

Vqh 

High-level output voltage 

Vcc - Min, Iqh = Max. 

2.4 

4 

- 

V 

< 

o 

r~ 

Low-level output voltage 

Vcc ~ Min, loL~Max. 

- 

- 

0.4 

V 


High-level input current 

Vcc = Max, V|H = Min. 

- 

0.2 


mA 

Bi 

Low-level input current 

Vcc = Max, ViL = Min. 

- 

- 

■■ 

mA 

m 

Supply current 

Vcc = Max. 

- 

24 

- 

mA 

f 

Operating frequency 


- 

2,048 

- 

kHz 

tr &■ tf 

Rise and fall time 

0.4V-3.0V transition 

5 

- 

40 

ns 


Propagation delay 

Clock 0E or 0D to DSM 
output 2.5V level 

- 



ns 

^pw 

Pulse width 

Between 1.5V levels 

200 

- 

- 

ns 
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ZNPCM2 


(b) Analogue Input and Output. 


Parameter 

Test Conditions 

Min. 

Typ. 


Unit 

V|N 

Analogue Input Voltage for 
OdBmO 

Peak-to-peak 

- 

1.4 

- 

V 


Analogue Input Impedance 

Measured at 1 kHz 

80 

100 

- 

kQ 

Vc 

D.C. Voltage across Cn 

Vqc ~ Max. 

- 

±3.0 

±5.0 

mV 


DSM CODEC INTERFACE 


Analogue 

Output 


Analogue 

o~ 

input 



Analogue 

input 

Encoder 1 
clock 1 

Integrator 

input 

Decoder I 
clock IN 1 

Integrator 

output 

0 volts! 

Integrator 

Analogue I 

decouple 

OUT 

High 

ret 

decouple 

+5v 

Low ref. 
decouple 


Analogue 

0 volts 

5B,n 

Fast 

start 

^^OUT 

Integrator 

bias 

decouple 

SRF 

feedback 



ZNPCM2 
DSM I.C 


NOTES 

1 The external high frequency decoupling between pins 5, 6 and 7 should be of nnininnal impedance (i.e. in 
the range of 1 to 20MHz). Low loss capacitors connected via minimal conductor path lengths and 
inductances are required. Suitable capacitors are 0.22pF monoblock types. Total connection length and 
resistance including capacitor leads should be as follows: 

Pins 5 to 6 <10mm and <0.1Q 
Pins 6 to 7 <16mm and <0.1Q 

2 Analogue ground pin 7 and digital ground pin 16 must be linked externally. Ideally, this should be their 
only connection; however, if it is essential that the two OV systems are connected at a point remote from 
the ZNPCM2 then pin 16 should remain connected to the analogue ground only. 

3 Performance of the ZNPCM1 and ZNPCM2 is layout dependent and an optimum layout is shown on 
page 6 . Capacitor C 5 and C 13 are optional but may improve performance in some instances. 
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ZNPCM2 


PERFORMANCE 

The codec combination of the ZNPCM1 and ZNPCM2 meets all the performance requirements of the 
C.C.l.T.T. recommendation G712 with good safety margins. Using a standard pcm multiplex tester and a 
spectrum analyser the following performance figures result: 

(1) Idle Channel noise: -70dBm0p (See Fig. 1). 

C.C.l.T.T. recommendation = -65dBm0p 

(2) SIgnal-to-nolse ratio and gain level linearity: Figs. 2(a) and 2(b) show the results using a 450 - 550kHz 
pseudo-random noise test. 

(3) Intermodulation distortion: measured products are at least lOdB and on average 18dB better than 
C.C.l.T.T. recommendations. 


Noise 

JJV 

rms 

7Hz 

Bandwidth 


a) Analogue input capacitor = 50nF 

b) Analogue input capacitor > 1 p? 


(dBmO) 



Fig, 1. Idle Channel Noise Spectrum 
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ZNPCM2 




450-550 Hz Noise for Level < -lOdBmO 
850 Hz Sine wave for Level >-dBmO 


Fig. 2(b). Gain to Signal Level 'A Law' 



ZNPCM2 


BASIC SYSTEM BOARD FOR ANALOGUE TO ANALOGUE PERFORMANCE EVALUATION 




P.C. BOARD 


COMPONENT LAYOUT 


ACTUAL SIZE 

ZNPCMl & ZNPCM2 TRIAL UNIT 

Component List (Tolerances +20% unless otherwise shown) 


IC1 

ZNPCM2 

C6 

IC2 

ZNPCMl 

C7 

IC3 

741 Op Amp 

C8 

R1 

91k0 2% 

C9 

R2 

91k0 2% 

CIO 

R3 

lOOkO 

C11 

Cl 

0.022mF 

C12 

C2 

47 nF 

C13 

C3 

lOOpF ±2% 

C14 

C4 

InF ±2% 


C5 

lOpF 



47pF ±5% 

4.7nF ±5% 

0.22^F 

0.22^F 

lOfiF, 16V Tantalum Electrolytic 
10/^F, 16V Tantalum Electrolytic 
47 nF 

0.1 /-(F Ceramic 
6.8/uF, 10V Electrolytic 
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ZNPCM2 


SCHEMATIC 



Single Channel Codec System Operating in Internal Mode (PCM at 64K bits/sec. without ADI). 


Performance of the ZNPCM1 /2 may be simply evaluated by linking PCM 0/P to PCM I/P and comparing 
Analogue 0/P to Analogue I/P. No ETV (Sync) signal is required for this. 

For a more comprehensive evaluation two boards are required connected on the configuration shown, 


A1 IN 


A2 0UT 




- PCM1 

OUT . 




BOARD 



BOARD 



1 

J ■ 1 


2 

; _ 




PCM 2 

OUT 


1 


a 



Ik 



-► A1 OUT 
A2 IN 


0 , 


ETV1 


ETV2 


01 and 02 must be the same frequency and ETVl and ETV2 can be common or up to 30 clock periods 
displaced. 


0 
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ZN470AE/ZN472E 

MICROPHONE AMPLIFIER FOR TELEPHONE CIRCUITS 


FEATURES 

• Conforms to BT Specification S1377 

• On Chip Bridge Allows Dual Supply Polarity 
Operation 

• Direct Matching to Electret Transducers 

• 4 Gain Settings by Adjustable Links 

• Operates from 1mA to 100mA Line Current 

• 220mA 20 Second Overload Capacity 

• Low Noise 

• Low Distortion 

• Operates on Telephone Supply Lines 

• Meets BT Lightning Surge Requirements 

• Minimum External Components in Telephone 
Circuits 



SHAPING 
GAIN TAP 1 C 
GAIN TAP 2 [_ 
NC [ 
NC [ 
GAIN TAP 3 Z 
LINE Z 




^ ZN470AE^^ 


SUBSTRATE Q 
SHAPING 
GAIN TAP 1 
GAIN TAP 2 I 
GAIN TAP 3 

NCd 

lineH 




ZN472E 


2 +ve INPUT 
] -ve INPUT 

H NC 

2 SUBSTRATE 
] NC 
2 BIAS 
2 LINE 


] +ve INPUT 
] NC 

2 -ve INPUT 
] NC 
] BIAS 
] NC 
] LINE 


DP14 


Pin connections - top view 


Fig. 1 System Diagram 


DESCRIPTION 

This microphone amplifier was developed in conjunction with British Telecom for use with an electret 
transducer to replace the carbon transmitter. Dual polarity operation is accommodated by an on- 
chip bridge. Full lightning surge protection is given by on-chip components thus eliminating the 
need for an external surge suppression diode. The high input impedance makes it suitable for use 
with high or low impedance microphones that provide a high output voltage. 
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ZN470AE/ZN472E 


ABSOLUTE MAXIMUM RATINGS 

Supply Current. 120mA continuous 

(220mA for 20 seconds) 

Operating Temp. Range . -20°Cto +80°C 

Storage Temp. Range. -55°C to +125°C 

A.C. CHARACTERISTICS 

T3^b = 25°C RL=100fi Ro=151] C=1000pF ls=50mA 

Pins 2, 3, 6 Open-circuit f=1kH2 Vo = 300mV unless otherwise stated. 

Circuit as Fig. 2. 


Parameter 

Symbol 

Min. 

Typ. 

Max. 

Units 

Conditions 

Voltage gain 

Note 1 

Ay 

- 

20 


dB 


- 

21.5 

- 

dB 

Pins 3 Et 6 shorted 

- 

23.4 

- 

dB 

Pins 2 & 3 shorted 

- 

25.7 

- 

dB 

Pins 2, 3 & 6 shorted 

Change in voltage 
gain from typical 
at Is = 50mA when 

Is is changed 

AAvds) 

- 1 

-0.1 

+ 1 

dB 

Is = 100mA 

-1 

-0.5 

+ 1 

dB 

Is = 20mA 

- 

-0.9 

0 

dB 

Is = 10mA 

Change in voltage 
gain with Vq 
relative to Vq of 
300mV 

AAv(Vo) 

-1 

+ 0.2 

+ 1 

dB 

Vo = 95mV 

- 1 

-0.6 

+ 1 

dB 

Vo = 950mV 

Change in voltage 
gain with line 
polarity 

AAv(P) 

- 

0.2 

0.5 

dB 


Output impedance 

^OUt 

- 

50 

- 

Q 


Total harmonic 
distortion 

DH(300) 

- 

1 

3 

% 

Vq = 300mV 

DH(900) 

- 

4.5 

6 

% 

Vo = 900mV 

Lower cut off 
frequency 

^Lco 

- 

500 

- 

Hz 

Rb = 6M81] Cs = 39pF 

Upper cut off 
frequency 

^Uco 

- 

10 

- 

kHz 

C=5600pF 

- 

200 

- 

kHz 

o 

Output noise 

Note 2 

Von 

- 

170 

316 

mV 

< 

II 

o 

Temperature co¬ 
efficient of Ay 

Tc(Av) 

- 

0.1 

- 

%/°c 

Tamb= -20°C to +80°C 


Note 1 Gains are for circuit in Fig. 2. The actual device gain is higher by about 6dB but a 20pF 
input capacitance attenuates the electret signal to give 20dB to 25.7dB typical gain. 
Note 2 Output noise is measured through a psophometer (CCITT recommendation P53). 
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ZN470AE/ZN472E 


D.C. CHARACTERISTICS 

Tamb“25°C, \/^^ = 0 with pins 2, 3 and 6 not connected and for either supply polarity unless 
otherwise stated. 


Parameter 

Symbol 

Min. 

Typ. 

Max. 

Units 

Conditions 

Supply Voltage 

Vs 

- 

5.5 

6.0 

volts 

ls = 21mA 

6.4 

6.8 

- 

volts 

Is = 50mA 

- 

9.2 

i 

9.7 

volts 

Is = 100mA 

Input Current 


- 

2 

- 

nA 

Is = 50mA 

Input Offset Current 


- 

0.2 

_ 

nA 

Is = 50mA 

Input Offset Voltage 


- 

2.5 


mV 

Is = 50mA 


MICROPHONE AMPLIFIER APPLICATION 



The circuit shows ZN470AE/ZN472E with an electret transducer in a typical telephone handset 
application but with load test included. The gain setting taps may be used to select the appropriate 
voltage gain to compensate for production spreads in electret sensitivity. 
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ZN470AE/ZN472E 


The low frequency cut off is determined by the time constant CsR^ and a similar matching time 
constant is required on the other input. is the capacitance of the electret microphone Including 
stray capacitance and its value Is therefore determined by the size and characteristics of the types 
used. The upper frequency cut off is determined by the shaping capacitor C. In addition the overall 
high frequency response is often controlled by acoustic means. 

The leads to the high impedance inputs should be kept as short as possible to avoid the risk of 
pickup from stray fields. 

In locations where high levels of humidity are likely to be encountered it Is recommended that 
precautions are taken to prevent formation of leakage paths between +ve I/P and -ve I/P and 
between each of these inputs and substrate. 

These precautions may take the form of: 

a) Guard ring techniques 

b) Varnishing or lacquering of the appropriate areas of the PCB. 

c) Encapsulation of the complete amplifier module. 

The guard ring technique Involves completely enclosing the high impedance + ve I/P and - ve I/P 
nodes by a separate ring of copper. This ring should then be connected to the bias pin as this 
has a voltage much nearer to the operating voltage of the input pins compared with the substrate, 
hence current flowing in any leakage path will be minimised. 

Note that the guard ring technique is easier to implement using the ZN472E pinning as indicated 
in Fig. 3. 



GUARD 

RING 


PIN 1 


Fig. 3 Reverse Side of a PCB Indicating Guard Ring Screening on the ZN472E. 
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ZN470AE/ZN472E 


BT LIGHTNING SURGE TEST CIRCUIT 



*C CHARGED TO 1500 VOLTS 


When the capacitance is fully charged the switch is closed thus discharging the capacitance into 
the test network. The device under test, DUT, is connected via a 1 5ohm resistor to the standard 
microphone wires. The DUT must survive the discharge on either line polarity. 


RELIABILITY 

The ZN470AE is fully approved by British Telecom to their specification D3006 for 10 year life 
applications. 

From extensive very long life tests, a predicted failure rate (at 95% confidence level) of less than 
0.005% per annum has been calculated for service applications at 45°C and 50mA line current. 
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A|PLESSEY 

Semiconductors ■ 


ZN475E 

MICROPHONE AMPLIFIER FOR TELEPHONE CIRCUITS 


FEATURES 

• Direct Matching to Electret Transducers 

• Gain Adjustable by External Resistor 

• Operates from 1mA to 100mA Line Current 

• Low Noise 

• Low Distortion 

• Operates on Telephone Supply Lines 

• Minimum External Components in Telephone 
Circuits 

Pin connections - top view 

DESCRIPTION 

Some electret transducers are supplied with a built in impedance matching junction FET buffer to 
operate with a microphone amplifier of low input impedance. The ZN475E has been designed with a high 
input impedance to match directly with electret transducers without the need for a FET buffer. 

The device operates from a single polarity supply, but includes protection from inadvertent supply 
reversal. 

The amplifier gain can be adjusted over a wide range by an external resistor to suit a variety of different 
electret transducer sensitivities. 


-ve INPUT 
+ve INPUT 
GAIN SET 
GAIN SET 

DPS 




SET SET 


Fig. 1 System Diagram 
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ZN475E 


ABSOLUTE MAXIMUM RATINGS 

Supply Current. lOOmA continuous 

(220mA for 20 seconds) 

Operating Temp. Range . -20°Cto +80°C 

Storage Temp. Range. -55°Cto +125°C 

A.C. CHARACTERISTICS 

Tamb = 25°C RG = 80kQ RL=100fi Ro=15fl CG=100nF ls = 50mA f=1kHz Vo = 300mV 
unless otherwise stated. 

Circuit as Fig. 2. 


Parameter 

Symbol 

Min. 

Typ. 

Max. 

Units 

Conditions 

Voltage gain 

Note 1 

Ay 

- 

20 

- 

dB 


- 

45 

- 

dB 

Rg = 0 Cg = 2,.2F 

Change in voltage 
gain from typical 
at Is = 50mA when 

Is is changed 

AAy (Is) 

- 1 

-0.1 

-f 1 

dB 

Is = 100mA 

-1 

-0.5 

-hi 

dB 

Is = 20mA 


-0.9 

0 

dB 

Is = 10mA 

Change in voltage 
gain with Vq 
relative to Vq of 
300mV 

AAv (Vq) 

- 1 

-hO.2 

•f 1 

dB 

Vo=95mV 

- 1 

-0.6 

4 - 1 

dB 

Vo = 950mV 

Output impedance 

^OUt 

1 - 

50 

- 

n 


Total harmonic 
distortion 

DH(300) 

- 

1 

3 

% 

Vo-300mV 

DHOOO) 

- 

4.5 

6 

% 

Vo = 900mV 

Lower cut off 
frequency 

^Lco 

- 

500 

1 

- 

Hz 

Rb = 6.8Mn Cs = 39pF 

Upper cut off 
Frequency 

^Uco 

- 

200 

- 

kHz 


Output noise 

Note 2 

Von 

_ 

170 

316 

mV 

< 

11 

o 

Temperature co¬ 
efficient of Ay 

> 

< 

o 

1- 

- 

0.2 

- 

CJ 

o 

Tamb= -20 to +80°C 


Note 1 Gains are for circuit in Fig. 2. The actual device gain is higher by about 6dB but a 20pF 
input capacitance attenuates the electret signal to give 20dB to 25.7dB typical gain. 
Note 2 Output noise is measured through a psophometer (CCITT recommendation P53). 
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D.C. CHARACTERISTICS 

T3^b = 25°C, Vi, = 0, RG = 80kn 


ZN475E 


— 

Parameter 

Symbol 

Min. 

Typ. 

Max. 

Units 

Conditions 

Supply Voltage 


- 

4.9 

5.4 

volts 

Is = 21mA 

5.8 

6.2 

- 

volts 

Is = 50mA 

- 

8.5 

9.0 

volts 

Is = 100mA 

Input Current 


- 

2 

- 

nA 

Is = 50mA 

Input Offset Current 


- 

0.2 

- 

nA 

Is = 50mA 

Input Offset Voltage 


- 

2.5 

- 

mV 

Is = 50mA 


MICROPHONE AMPLIFIER APPLICATION 



The circuit shows ZN475 with an electret transducer in a typical telephone handset application 
but with load test included. 

The low frequency cut off is determined by the time constant CsR^ and a similar matching time 
constant is required on the other input. Cs is the capacitance of the electret microphone including 
stray capacitance and its value is therefore determined by the size and characteristics of the types 
used. It is recommended that the overall high frequency response is controlled by acoustic means. 

The leads to the high impedance input should be kept as short as possible to avoid the risk of 
pickup from stray fields. 

In addition to the lower cut-off frequency due to the time constant at the input there is an 
additional break-point at frequency fL determined by Cq and Rq from the expression 

fi = 1 

27rCQ(RQ + 5000) 
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Conditions Is = 50mA Rq = 15ft Ri_ = 100ft Cq = 2.2/zF f = 1 kHz 




























Conditions Is = 50mA Rq = 1512 Cq = 10OnF R 



Gain (dB) vs Frequency (Hz) 




ZN476E 

MICROPHONE AMPLIFIER FOR TELEPHONE CIRCUITS 


FEATURES 

• On Chip Bridge Allows Dual Supply Polarity 
Operation 

• Direct Matching to Low Impedance (Moving Coil) 

Transducers 

• Gain Adjustable by External Resistor 

• Operates from 1mA to 100mA Line Current 

• Low Noise 

• Operates on Telephone Supply Lines 

• Minimum External Components in Telephone 
Circuits 

DESCRIPTION 

The ZN476E was developed specifically for use with low impedance transducers such as moving 
coil microphones to replace the carbon transmitter in telephone handsets. Dual polarity operation 
is accommodated by an on-chip bridge. Full lightning surge protection is given by on-chip 
components thus eliminating the need for an external surge suppression diode. 

The amplifier gain can be adjusted over a wide range by an external resistor to suit a variety of 
different low impedance (moving coil) transducer sensitivities. 



-ve INPUT 
+ve INPUT 
GAIN SET 
GAIN SET n 


TIT- 


ZN476E 

3 6 


J SUBSTRATE 

June 

]line 

] SHAPING 


DPS 


Pin connections - top view 


Fig. 1 System Diagram 


208 




ZN476E 


ABSOLUTE MAXIMUM RATINGS 

Supply Current. 100mA continuous 

Operating Temp. Range . -20°Cto +80°C 

Storage Temp. Range. -55°Cto +125°C 

A.C. CHARACTERISTICS 

Tamb = 25°C RG = 25kQ RL=100n CG = 100nF Ro=15Q ls = 50mA Cs = 1nF f=1kHz 
Vo = 300m\/ unless otherwise stated. 

Circuit as Fig. 2. 


Parameter 

Symbol 

Min. 

Typ. 

Max. 

Units 

Conditions 

Voltage gain 

Av 

17 

20 

23 

dB 


37 

40 

43 

dB 

RG=1.5kn Cg = 2.2aiF 

Change in voltage 
gain from typical 
at Is = 50mA when 

Is is changed 

AAv (Is) 

- 1 

-0.1 

+ 1 

dB 

Is = 100mA 

-1 

-0.5 

+ 1 

dB 

Is = 20mA 

- 

-0.9 

0 

dB 

Is = 10mA 

Charige in voltage 
gain with Vq 
relative to Vq of 
SOOmV 

o 

> 

-1 

+ 0.2 

+ 1 

dB 

Vo = 95mV 

- 1 

-0.6 

1 

+ 1 

dB 

Vo = 950mV 

Change In voltage 
gain with line 
polarity 

AAv <P) 

- 

-1 

0.2 

0.5 

1 

dB 


Output impedance 

^out 

- 

50 

- 

n 


Total harmonic 
distortion 

DH{300) 

- 

1 

3 

% 

Vo-300mV 

DH(900) 

- 

4.5 

6 

% 

Vq = 900m V 

Temperature co¬ 
efficient of Ay 

(Av) 

- 

0.2 ! 

- 

o 

O 

Tamb= -20°C to +80°C 


D.C. CHARACTERISTICS 

Tamb = 25°C, Vjn = 0 RG = 25kl] for either supply polarity unless otherwise stated. 


Parameter 

Symbol 

Min. 

Typ. 

Max. 

Units 

Conditions 



- 

5.5 

6.0 

volts 

Is = 21 mA 

Supply Voltage 

Vs 

5.4 

6.8 

- 

volts 

ls = 50mA 


_i 

- 

9.2 

9.7 

volts 

Is = 100mA 
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ZN476E 


MICROPHONE AMPLIFIER APPLICATION 


MOVING COIL 
MICROPHONE 
TRANSDUCER 



The circuit shows ZN476E with a moving coil transducer In a typical telephone handset application 
but with load test included. The value of Reis set to give the appropriate voltage gain for the 
particular transducer in use. 

The value of the lower cut-off frequency fL is determined by Cq and Rq from the expression 

- _ ] _ 

ZttCgIRg+BOO) 


BT LIGHTNING SURGE TEST CIRCUIT 



CHARGED TO 1500 VOLTS 


When the capacitor is fully charged the switch is closed thus discharging the capacitor into the 
test network. The device under test, DUT, is connected via a 1 5ohm resistor to the standard 
microphone wires. The DUT must survive the discharge on either line polarity. 
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ZN476E 



Gain (dB) vs Frequency (Hz) 
















Conditions Cr = 2.2uF f= 1kHz ii = 50mA Cc= 1nF 
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ZN477E 

MICROPHONE AMPLIFIER FOR TELEPHONE CIRCUITS 


FEATURES 

• On Chip Bridge Allows Dual Supply Polarity 
Operation 

® Designed to match electrets with FET buffers 

• Gain Adjustable by External Resistor 

• Operates from 1mA to 100mA Line Current 

• Low Noise 

• Low Distortion 

• Operates on Telephone Supply Lines 

• Minimum External Components in Telephone 

Circuits Pin connections - top view 

DESCRIPTION 

The ZN477E was developed specifically for use with low impedance transducers such as electret 
microphones (with FET buffers) to replace the carbon transmitter in telephone handsets. Dual polarity 
operation is accommodated by an on-chip bridge. Full lightning surge protection is given by on-chip 
components thus eliminating the need for an external surge suppression diode. 

The amplifier gain can be adjusted over a wide range by an external resistor to suit a variety of different 
low impedance transducer sensitivities. 



w 


-ve INPUT [_ 

1 8 

] SUBSTRATE 

GAIN SET [ 

^ ZN477E ^ 

]line 

GAIN SET [ 

3 6 

]line 

Vcc 

4 5 

] SHAPING 



DPS 
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ZN477E 


ABSOLUTE MAXIMUM RATINGS 

Supply Current. 100mA continuous 

Operating Temp. Range . -20°Cto -f80°C 

Storage Temp. Range. -55°Cto +125°C 

A.C. CHARACTERISTICS 

Tamb = 25°C RG = 25kfi Rl= 1001] CG=100nF Rq = 1ls=50mA Cs=1nF f=1kHz 
VQ = 300mV unless otherwise stated. 

Circuit as Fig. 2. 


Parameter 

Symbol 

Min. 

Typ. 

Max. 

Units 

Conditions 

Voltage gain 

Av 

17 

20 

23 

dB 


- 

28 

- 

dB 

RG = 10kfi min. rec. value 

Change in voltage 
gain from typical 
at I5 = 50mA when 

Is is changed 

AA^y (I3) 

- 1 

-0.1 

+ 1 

dB 

Is = 100mA 

- 1 

-0.5 

+ 1 

dB 

Is = 20mA 

- 

-0.9 

0 

dB 

Is = 10mA 

Change in voltage 
gain with Vq 
relative to Vq of 
300mV 

0 

> 

> 

< 

0 

- 1 

+ 0.2 

+ 1 

dB 

Vo-95mV 

- 1 

-0.6 

+ 1 

dB 

Vo-950mV 

Change in voltage 
gain with line 
polarity 

Q. 

< 

- 

0.2 

0.5 

dB 


Output impedance 

D 

■'out 

- 

50 

— 

Q 


Total harmonic 
distortion 

DH(300) 

- 

1 - 

1 

3 

% 

Vo = 300mV 

DHOOO) 

- 

4.5 

6 

% 

Vo = 900mV 

Temperature co¬ 
efficient of Asy 

Tc (Av) 

- 

0.2 

i 

0 ^ 

0 

o 

Tamb= -20°C to +80°C 


IpET to be mA 


D.C. CHARACTERISTICS 


Tamb = 25°C, Vjp-O RG = 25kQ for either supply polarity unless otherwise stated. 


Parameter 

Symbol 

Min. 

Typ. 

Max. 

Units 

Conditions 



- 

5.5 

6.0 

volts 

Is = 21 mA 

Supply Voltage 

Vs 

5.4 

6.8 

- 

volts 

Is = 50mA 



- 

9.2 

9.7 

volts 

Is = 100mA 
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ZN477E 


MICROPHONE AMPLIFIER APPLICATION 



Fig. 2 Typical Application Circuit 


The circuit shows ZN477E with a electret plus FET transducer in a typical telephone handset 
application but with load test included. The value of Rq is set to give the appropriate voltage gain 
for the particular transducer in use. 

The value of the lower cut-off frequency fL is deternnined by Cq and Rq from the expression 

k = 1 

27rCG(RG + 500) 


BT LIGHTNING SURGE TEST CIRCUIT 



*C CHARGED TO 1500 VOLTS 

When the capacitor is fully charged the switch is closed thus discharging the capacitor into the 
test network. The device under test, DUT, is connected via a 1 5ohm resistor to the standard 
microphone wires. The DUT must survive the discharge on either line polarity. 
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(APLESSEY 

Semiconductors. 


ZN478E 

MICROPHONE AMPLIFIER FOR TELEPHONE CIRCUITS 


FEATURES 

• Low Working Voltage 

• Designed to match electrets with FET buffers 

• Gain Adjustable by External Resistor 

• Operates from 1mA to 100mA Line Current 

• Low Noise 

• Low Distortion 

• Operates on Telephone Supply Lines 

• Minimum External Components in Telephone 
Circuits 

Pin connections - top view 


-ve INPUT 
GAIN SET 
GAIN SET [ 
Vcc [] 


ZN478E 


] SUBSTRATE 
^ LINE- 
] LINE+ 

] SHAPING 


DPS 


DESCRIPTION 

The ZN478E was developed specifically for use with low impedance transducers such as electret 
microphones (with FET buffers) to replace the carbon transmitter in telephone handsets. The ZN478E is 
especially useful where a low operating voltage is required. 

The amplifier gain can be adjusted over a wide range by an external resistor to suit a variety of different 
low impedance transducer sensitivities. 

This is a single polarity device and care should be taken over line connection. 



Fig. 1 System Diagram 
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ZN478E 


ABSOLUTE MAXIMUM RATINGS 

Supply Current. 100mA continuous 

Operating Temp. Range .. .. .. - 20 to +80°C 

Storage Temp. Range. - 55 to + 1 25°C 

A.C. CHARACTERISTICS 

Tamb=25°C RG = 25kQ RL=100fi Cc^lOOnF Rq = 1ls = 50mA Cs=1nF f=1kHz 
Vo = 300mV unless otherwise stated. 

Circuit as Fig. 2. 


Parameter 

Symbol 

Min. 

Typ. 

Max. 

Units 

Conditions 

Voltage gain 

Av 

17 

20 

23 

dB 


- 

28 

- 

dB 

RG=10kfi min. rec. value 

Change in voltage 
gain from typical 
at I 3 = 50mA when 

Is is changed 

AA\/ (Is) 

- 1 

-0.1 

+ 1 

dB 

Is = 100mA 

- 1 

-0.5 

+ 1 

dB 

Is = 20mA 

- 

-0.9 

0 

dB 

Is = 10mA 

Change in voltage 
gain with Vq 
relative to Vq of 
300mV 

0 

> 

> 

< 

<! 

_ 

- 1 

+ 0.2 

+ 1 

dB 

Vo = 95mV 

- 1 

-0.6 

+ 1 

dB 

Vo = 950mV 

Output impedance 

^out 

- 

50 

- 

Q 


Total harmonic 
distortion 

DH(300) 

- 

1 

3 

% 

Vo = 300mV 

DHOOO) 

- 

4.5 

6 

% 

Vo = 900mV 


IpET to be ^1 mA 


D.C. CHARACTERISTICS 

Tamb = 25°C, Vjn = 0 RG = 25kfi unless otherwise stated. 


Parameter 

Symbol 

Min. 

Typ. 

Max. 

Units 

Conditions 



- 

3.9 

4.4 

volts 

ls = 21mA 

Supply Voltage 

Vs 

4.3 

4.6 

- 

volts 

Is = 50mA 



- 

7.0 

8.5 

volts 

Is = 100mA 
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ZN478E 


MICROPHONE AMPLIFIER APPLICATION 



The circuit shows ZN478E with a electret plus FET transducer in a typical telephone handset 
application but with load test included. The value of Rq is set to give the appropriate voltage gain 
for the particular transducer in use. 

The value of the lower cut-off frequency f^ is determined by Cq and Rq from the expression 

k = 1 

27rCG{RG + 500) 
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APLESSEY 

Semiconductors ■ 


ZN480E 

RING DETECTOR 


FEATURES 

• Full rectifier bridge for direct operation from 
ringing supply 

• Logic output 

• Digital dial pulse rejection 

• Frequency drift eliminated by ceramic 
resonator 

• Built-in lightning protection 

• Low external component count 

• Built-in supply voltage regulator 

• Supply voltage threshold 

• 8 pin DIL package 


DESCRIPTION 

The ZN480E ring detector is intended for use 
when a special function is required in response 
to an incoming ringing signal. 

A logic output is provided which can be 
interfaced to a wide variety of equipment in¬ 
cluding microprocessors, answering machines, 
modems, lamp indicators and opto-isolators. 

The a.c. ringing voltage Vr is rectified by an on- 
chip bridge and used to power-up the complete 
circuit. 

A standard 560kHz ceramic resonator is used 
to control the clock oscillator which provides a 
reference for the dial pulse rejection circuitry 
giving an active high only in the presence of a 
ringing signal. 
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ZN480E 


ABSOLUTE MAXIMUM RATINGS 

Ringing input voltage, Vr. 

Power dissipation .BOOmW 

Operating temperature . -20°Cto 

+ 80°C 

Storage temperature. - 55 to + 125°C 


ELECTRICAL CHARACTERISTICS fc = BBOkHz ^ 

Tanib = 25°C, Vr = 75V, fR = 25Hz unless otherwise stated.] 


Parameter 

Symbol 



Max. 

Units 

Conditions 

LOGIC OUTPUT (Note 2) 







Low level output voltage 

VoL 

- 

0.2 

0.4 


loL = 3.6mA 

High level output voltage 

VoH 

- 

3.5 

- 


Iqh = 1 rnA 

Threshold voltage 

Vt- 

- 

9 

mi 



Hysteresis of Vj 

Vh 

- 

2.25 




Supply current (no load) 

•s 

— 

1 

H 



DIAL PULSE DISCRIMINATOR 




■1 



Acceptance frequencies 

fa 

14 

- 


Hz 


Rejection frequencies 

fr 

0 

- 

■1 

Hz 


Small signal standby impedance 

Zin 

- 

25 

■ 

kO 

Vr= 1.5V 
f,= 1KHz 

Difference between turn-on and 
turn-off times (Note 4) 

^diff 



100 

mS 



Note 1 fc = ceramic resonator frequency. 
fR = ringing frequency. 

Note 2 On power-down, in the absence of ringing, the logic output impedance changes from a 
TTL compatible output to a high impedance state. 

Note 3 Vs = d.c. test voltage applied to pin 6. 

Note 4 The turn-on time Is the time between the application of the ringing voltage and the output 
appearing at pin 2. Similarly the turn-off time is the time between removal of the ringing 
voltage and the output turning off. 
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ZN480E 


CIRCUIT OPERATION 



The operation of the ZN480E is most readily inhibited until this voltage exceeds the threshold 

explained with reference to a typical circuit as voltage, Vj, and the dial pulse discriminator has 

shown in Fig. 2. detected the presence of the correct ringing 

frequency. 

The incoming ringing voltage from the line, Vr, 

typically 75 volts 25Hz is connected to pins 1 jhg riiiging supply frequency is normally 

and 8 via a d.c. blocking capacitor C^, and a between 14 and 66Hz, whereas dial pulses 

current surge limiting resistor R. This applies the occur at 8 to 12Hz. A digital bandpass filter 

ringing voltage to the built-in full wave rectifier technique is used to differentiate between the 

bridge and the output is filtered by the reservoir ^y^o and allow the output when the ringing 

capacitor C 2 . This smoothed d.c. supply is then frequency is present, 

used to power up the remaining circuits. 

. , The output from the dial pulse discriminator Is 

An a.c. voltage appearing on the line causes the , ... 

. ^ used to drive a totem pole output stage, 

voltage across C 2 to rise but the output Is 


226 






ZN480E 


OPERATING WAVEFORMS 



(a) Typical a.c. ringing voltage (Vp) 



(b) Logic output voltage at pin 2 for no load condition 
Fig. 3 Waveform schematics 


LIGHTNING PROTECTION 

The I.C. is designed to withstand surges on the Using a value of R = 4k7 the device will survive 
line provided a resistor, R in Fig. 2 , is connected and still operate to specification after a lightning 

in series with the ringing input pins. simulation test as defined in Fig. 4. 











ZN480E 


APPLICATIONS 
Interface circuits 

The ring detector has a logic output (pin 2) which machines, modems and PABX's. Depending on 

enables it to be used with TTL, microprocessors, the application a buffer interface circuit may be 

lamp indicators, opto-isolators etc. in a wide required; examples of which are shown in Figs, 

variety of equipments such as answering 5 and 6 below. 
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ZN480E 


Parallel operation 

When a number of ring detectors are used in possible to use a common ceramic resonator as 

parallel for example In a private exchange it Is shown in Figs. 7 and 8. 



In Fig. 7 each device is powered by its separate 
ringing voltage and isolated individually by 
supply decoupling capacitors. 

When an external d.c. source of 1 5-20 volts Is 


available, pin 6 of each device may be connected 
together to enable just one decoupling capacitor 
to be used; this Is Illustrated in Fig. 8. In a PABX 
for example this technique would clearly enable 
a reduced component count. 



Fig. 8 Parallel operation using common ceramic resonator with external power-up 









ZN480E 


PIN CONNECTIONS 


RINGING [T 


T] RINGING l/P 


TIL OUTPUT 2 


ZN480E 


7 1 SUBSTRATE 


SUPPLY 

DECOUPLING 


CERAMIC IT 
RESONATOR ^ 


[5 NC 







ZN488E 

TONE RINGER 


FEATURES 

• Full rectifier bridge for direct operation from 
ringing supply 

• Balanced output for electromagnetic 
transducers 

• Single ended operation for piezo ceramic 
transducers 

• Digital dial pulse rejection 

© Frequency drift eliminated by ceramic 
resonator 

• Choice of output tones 

• Built-in lightning protection 

• Low external component count 

• Built-in supply voltage regulator 

• Supply voltage threshold for noise immunity 

• 8 pin DIL package 


GENERAL DESCRIPTION 

The ZN488E integrated circuit tone ringer is 
intended to replace existing electromechanical 
bells in telephone handsets 

The A.C. ringing voltage normally supplied to 
energise the bell is rectified by an on-chip bridge 
and used to power up the complete circuit. 

A standard 560KHz ceramic resonator is used 
to control the clock oscillator frequency which 
is then divided down to give two frequencies 
with a small separation. The output is switch¬ 
ed between these two frequencies at 10Hz to 
give a warble tone. 

Pin 5 is used to select output frequencies of 
either 1000Hz and 1250Hz or 1167Hz and 
1333Hz. To prevent operation of the circuit on 
dial pulses a digital dial pulse rejection circuit 
inhibits the output except in the presence of the 
ringing supply. 

The use of the ceramic resonator for clock 
control gives excellent tone frequency stability 
with temperature and life and eliminates 
complicated frequency setting procedures. 


RINGING SUPPLY CERAMIC 



SELECT O/P 

Fig. 1 Block diagram •FREQUENCES 




ZN488E 


ABSOLUTE MAXIMUM RATINGS 


Ringing input voltage, (Vr) 

a) approx, sinusoidal, via 1200Q, 14-66H2 .. .. 100V RMS. 

b) rdistorted sinusoidal, via lOOQ, 25Hz .. .. 53.7V RMS. 

(distorted sinusoidal, via 100Q, 75Hz .. .. 29.6V RMS. 

Power dissipation . . 500mW 

Operating temperature . -10 to +70°C 

Storage temperature . -55 to +125°C 


ELECTRICAL CHARACTERISTICS 

TEST CIRCUIT See Fig.4 Tg^b = 25°C, fc = 560KHz, Vr = 75V, fR = 25Hz unless otherwise stated. 


Parameter 

Symbol 

Min. 

Typ. 

Max. 

Units 

Conditions 

High frequency 0/P 

fHl 

- 

1333 

- 

Hz 

1 Pin 5 to Pin 6 

Low frequency 0/P 

fu 

- 

1167 

- 

Hz 

J 

High,frequency 0/P 

^H2 

- 

1250 

- 

Hz 

1 Pin 5 to Pin 7 

Low frequency 0/P 

^2 

- 

1000 

- 

Hz 

j 

Warble frequency 

fyv 

- 

9.8 

- 

Hz 


Threshold voltage 

Vt 

- 

9 

- 

V 


Hysteresis of Vj 

Vh 

. - 

2.25 

- 

V 


Supply current (no load) 

•s 

- 

0.25 

0.45 

mA 

Vs = 20V 







(Note 1) 

Output voltage swing 
(balanced output) 

Vo 

50 

56 

- 

Vp.p 

RL = 3kQ 

Dial pulse discriminator: 





i 


Acceptance frequencies 

fa 

14 

- 

100 

Hz 


Rejection frequencies 

fr 

0 

- 

12 

Hz 


Small signal standby impedance 

Zin 

- 

100 

- 

kQ 

1 

Vr= 1.5V 
fR=1KHz 

Noise rejection (hum, speech) 

V. 

- 

5 

- 

^peak 


Difference between turn-on and 
turn-off times. (Note 2) 

^diff 

- 

- 

100 

mS 



Note 1 Vs = D.C. test voltage applied to Pin 6. 

Note 2 The turn-on time is the time between the application of the ringing voltage and the 
output appearing at Pins 2 &■ 3. Similarly the turn-off time is the time between removal 
of the ringing voltage and the output turning off. 
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ZN488E 


LIGHTNING PROTECTION 

The I.C. is designed to withstand lightning 
surges on the line provided a resistor, R in Fig. 
3, is connected in series with the ringing input 
pins. 


Using a value R = 2kQ the device will survive and 
still operate to specification after a lightning 
simulation test as defined in Fig. 2. 



CIRCUIT OPERATION 

The operation of the ZN488E is most readily explained with reference to a typical circuit as shown 
in Fig. 3. 
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ZN488E 


The incoming ringing voltage from the line, Vp, 
typically 70 volts 25Hz, is connected to pins 1 
and 8 via a D.C. blocking capacitor Ci, and a 
current surge limiting resistor R. This applies the 
ringing voltage to the built-in full wave rectifier 
bridge and the output is filtered by the reservoir 
capacitor C 2 . This smoothed D.C. supply is 
then used to power up the remaining circuits. 

The frequency of the clock oscillator, Fq, is 
560KH2 nominal frequency. This is divided 
down to produce two audio tones f|_,T and fLi 
or, alternatively, fH 2 a*^cl fL 2 which are 
selectable using pin 5. The two selected 
frequencies are switched alternately to the out¬ 
put stage at a fixed rate fw which is obtained 
by further frequency dividers. 

This produces an insistent but pleasant warble 

APPLICATIONS 

• Replacement for electromechanical bell in 
telephone handsets. 

• Ring detector/tone ringer in all-electronic 
telephones. 

• Extension tone ringers. 

The main application for the ZN488E Is to 
perform the tone ringer function in all-electronic 
telephone handsets. 

The figurfe below shows a typical application 


tone. An A.C. voltage appearing on the line 
causes the voltage across C 2 to rise but the 
output Is inhibited until this voltage exceeds the 
threshold voltage, Vj, and the dial pulse 
discriminator has detected the presence of the 
ringing supply. 

The ringing supply frequency Is normally 
between MHz and 66Hz whereas dial pulses 
occur at 10Hz to 1 2Hz. A digital bandpass filter 
technique Is used to differentiate between the 
two and inhibit the output when dial pulses are 
present. 

A balanced bridge output stage is used to deliver 
a square wave output, suitable for driving either 
electromagnetic or piezo ceramic transducers. 


using the balanced bridge output stage. The 
bridge has an output of 50V pk-pk which is 
suitable for driving high output transducers such 
as electromechanical types. 
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ZN488E 


In this example pin 5 is connected to pin 7 Alternatively, when using piezo ceramic 
(substrate) which selects output frequencies transducers, which require a lower driving 
fH 2 and fL 2 * No setting up procedures voltage (typically 30V pk-pk max.), the 

are called for because the clock frequency, f^, transducer may be driven between either bridge 

Is set by the ceramic resonator. This also ensures output and substrate, as shown In fig. 5 
very good frequency stability with ambient 
temperature changes and life. 




Fig. 5 Single ended operation 




ZN488E 


Up to four ZN488 circuits may be operated in parallel on a typical limit length line as shown in Fig. 6 


lOOOiv 



*BT F-relay with 40012 coil shorted and armature open 


Fig. 6 Parallel operation on limit length telephone line 





(APLESSEY 

Semiconductors ■ 


ZN482Z AND ZN483Z 

BUFFER AMPLIFIERS FOR ELECTRET MICROPHONES 


These buffer amplifiers were developed for use with an 
electret transducer where the two are mounted in close 
proximity in the telephone handset. 

They are designed to withstand leakage path currents 
which can appear across the terminals of the amplifier due to 
the harsh environmental conditions of temperature and 
humidity which are imposed on the electret. 

The high input impedance gives the suitable low 
frequency response whilst the low output impedance is 
capable of driving the line linking handset to the main body 
of the telephone. 


FEATURES 

ffl Impedance Matching between Electret Microphone 
and Amplifier 

ffl Low Insertion Loss (ZN483Z) 

El High Input Impedance 

^ Low Output Impedance 

B Low Noise 

B Low Distortion 

B Low Operating Current 

M High Tolerance to Input Leakage Resistance 

BUFFER AMPLIFIER APPLICATION 

The input voltage Vin represents the speech signal into the 
electret microphone of capacitance Cs. Leakage resistances 
Rl (as shown above) represent the current paths which can 
result between the terminals of the amplifier in the 
microphone handset as a result of environmental conditions. 
A steady current I dc is established from the supply voltage Vs 
through a dropper resistor R1. The operating voltage Vdc is 
set-up on pin 3 with respect to pin 1. 

Graphical information is provided in Figs.3 to 18 to support 
the design engineer wishing to use this device in the chosen 
system application. The symbols used on these graphs are 
indicated in Fig.2. 


ABSOLUTE MAXIMUM RATINGS 

Supply current 50mA continuous 

Operating temperature range -20°C to +60°C 

Storage temperature range -55 °C to +125°C 




Fig.2 Typical buffer amplifier application circuit 
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ZN482Z & ZN483Z 


DC CHARACTERISTICS 
Test conditions (unless otherwise stated): 

Tamb = 25 °C 


Parameter 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 




Operating current 

Idc 

0.15 


25 

mA 


Operating voltage 

Vdc 

1.6 

1.85 

2.0 

V 

Idc = 0.3mA 

See Fig.3 (ZN482Z) 

See Fig.11 (ZN483Z) 


AC CHARACTERISTICS 
Test conditions (unless otherwise stated): 

Tamb 25 °C, I DC = 0.3mA, f = 1kHz, Vin = lOOmVrms, Cs = 38pF 


Parameter 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Voltage gain ZN482Z 

Av 

-5.5 

-5 

-4.5 

dB 

See Figs.4 and 5 

ZN483Z 

Av 

-1.5 

-0.5 

0 

dB 

See Figs.12 and 13 

Input resistance 

Rin 


50 


MQ 


Input capacitance 

CiN 


10 


PF 


Total harmonic distortion 

THD 


0.14 

2.0 

% 

See Figs.6 - 8 (ZN482Z) 

See Figs.14 - 16 (ZN483Z) 

Output noise ZN482Z 

ZN483Z 

Von 


3.5 

5.5 


aV 


Lower cut-off frequency 

Upper cut-off frequency 

fico 


65 

150 

Hz 

Cs = 38pF 

ZN482Z 

fuco 


95 


kHz 


ZN483Z 


50 



Output resistance 

Rout 


50 


0 

See Fig.9 (ZN482Z) 

See Fig.17 (ZN483Z) 

Gain leakage loss 







See Fig.10 (ZN482Z) 



6 


dB 

Rl = 40MQ between pins 1 & 2 




0.4 


dB 

Rl = 40MQ between pins 2 & 3 

See Fig.18 (ZN483Z) 



5 


dB 

Rl = 40MO between pins 1 & 2 




0.4 

_1 


dB 

Rl = 40MQ between pins 2 & 3 


NOTE 

1. Output noise is measured through a psophometer (CCITT recommendation P53). The normal units of dBmp for this measurement have been 
converted into microvolts. 
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Fig.7 Total harmonic distortion v current (ZN482Z) 
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Fig.8 Output voltage v current at 2% THD (ZN482Z) 
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ZN1003 

EIGHT CHANNEL TIME-SLOT ASSIGNER 


FEATURES 

• Dynamic time-slot assignment 
9 Clock buffering 

® DATOUT buffering and retiming 

• Direct microprocessor control 

• Syn pulse derived from either edge of the 2.048MHz clock 
GENERAL DESCRIPTION 

The ZN1003 Eight Channel Time-slot Assignor has been designed in conjunction with British Telecom 
for use with those single chip codec/filters which do not have a time-slot assignment function 
built-in. The TSAC operates under the control of the board intelligence and provides synchronous 
pulses to each of up to eight devices. The synchronising pulses are of 8 clock cycles duration 
and can be selected to be derived from either the rising or the falling edge of the 2.048MHz clock. 

The TSAC will be able to drive the majority of codec/filter devices. Also provided on the chip are 
waveform buffers and a re-timing circuit for the PCM signals. 
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System Diagram ZN1003 









ZN1003 


ABSOLUTE MAXIMUM RATINGS 

Supply voltage . +7.0 volts 

Operating tennperature range . 0 to 70°C 

Storage temperature range. -55 to +125°C 


D.C. CHARACTERISTICS (over operating temperature range Vqq = 4.75 to 5.25 volts) 


Parameter 

Test Conditions 

Min. 

Typ. 

Max. 

Units 

Supply current 




77 

113 

mA 

Low level input voltage 

All Inputs 


0 


0.8 

V 

Low level input current 

All Inputs 
except Pin 16 

> 

o 

II 

z 

> 


-0.34 

-0.6 

mA 

Pin 16 

< 

z 

II 

O 

< 


- 1.0 

-1.6 

_ 

mA 

High level input voltage 

All Inputs 


2.0 


< 

o 

o 

V 

High level input current 

All Inputs 
except Pin 1 6 

< 

z 

II 

< 

o 

o 



10 

fiA 

Pin 16 

< 

z 

II 

< 

o 

o 



20 

HA 

-1 

Low level output voltage 

All Outputs 1 

Iql — 8mA 



0.5 

V 

High level output voltage 

All Outputs 

Iqi.^ = 400/xA 

2.4 



V 


FUNCTIONAL DESCRIPTION 
Time-slot Assignment Operation 

This is the main area of the chip and can be regarded as eight separate channels 1 -8, port select 
area, time count area and +/-select. 

The basic function of a channel is to convert the serial data information on DB, from the card 
controller into a positive pulse at the syn 'n' output pin at a fixed time relative to an externally 
provided control pulse. When a channel Is not active no pulse is produced at the associated syn 
output. 

PORT SELECT 

One of eight ports is selected using binary coded Information presented to the ZN1 003 on input 
lines A, B and C. The code is valid when EN is low. During the period when EN is low, eight 
bits of serial data on DB containing time-slot and power up/down inf orma tion are clocked into the 
selected ports serial to parallel converter under the control of the WR signal. (SEE TABLES 1, 
2, and 3). 

Table 1 Port Select 


A 

B 

C 

EN 

Syn 

1 

Syn 

2 

Syn 

3 

Syn 

4 

Syn 

5 

Syn 

6 

Syn 

7 

Syn 

8 

X 

X 

X 

H 

H 

H 

H 

H 

H 

H 

H 

H 

L 

L 

L 

L 

L 

H 

H 

H 

H 

H 

H 

H 

H 

L 

L 

L 

H 

L 

H 

H 

H 

H 

H 

H 

L 

H 

L 

L 

H 

H 

L 

H 

H 

H 

H 

H 

H 

H 

L 

L 

H 

H 

H 

L 

H 

H 

H 

H 

L 

L 

H 

L 

H 

H 

H 

H 

L 

H 

H 

H 

H 

L 

H 

L 

H 

H 

H 

H 

H 

L 

H 

H 

L 

H 

H 

L 

H 

H 

H 

H 

H 

H 

L 

H 

H 

_1 

H 

H 

L 

H 

H 

H 

H 

H 

H 

H 

L 
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ZN1003 


Control Word 


P2 

P1 

N.U. 

T5 

T4 

T3 

T2 

T1 


MSB LSB 

N.U. = Notused 


Table 2 Time Slot Selection 


T5 

T4 

T3 

T2 

T1 

Time Slot 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

1 

1 

0 

0 

0 

1 

0 

2 

0 

0 

0 

■ 

• 

1 

1 

• 

3 

1 

1 

1 

■ 

1 I 

i 

1 

31 


Table 3 Power Up/Down Selection 


P2 

PI 

Status 

0 

0 

Power Up 

0 

1 

Power Down 

1 

0 

Power Down 

1 ' .i 

1 

Power Down 


TIME COUNT 

REF CLOCK resets a synchronous counter to + 1, clocked at 2.048MHz the counter will give a 
count of 256 before the next reset pulse. Outputs are taken so as to give 32 period counts of 
8 cycles of 2.048MHz. i.e. one for each timeslot. 


SELECT +/-EDGE 

The syn 'n' output is the frame syn pulse for the Codec/filter devices. PCM is coded/decoded relative 
to this pulse and the 2.048KHz clock. Some manufacturers require the frame syn pulse to be relative 
to the rising edge, others to the falling edge of the 2.048KHz clock. Applying a positive condition 
to the select pin enables the frame syn pulse to be driven from the rising edge, an earth on the 
select pin, from the falling edge. 


CLOCK BUFFERING 

The 2.048MHz clock required to drive the codec/filter chips is derived from the 2.048MHz clock 
used by the ZN1003 thus inversion and buffering is provided on chip. 


DATOUT BUFFERING AND RETIMING 

Datout is buffered by the ZN1003 and retimed by 2048 clock to ensure correct phase relationship 
on the output. 
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ZN1003 


SYN 1 □ 

1 


28 

□ Vcc 

SYN2 □ 

2 


27 

□ ^ 

SYN3 (Z 

3 


26 

□ DB 

SYN 4 □ 

4 


25 

□ A 

SYN5 □ 

5 


24 

□ B 

SYN 6 □ 

6 


23 

□ c 

SYN 7 □ 

7 

ZN1003 

22 

□ EN 

SYN 8 C 

8 


21 

□ RxBUS 

SELECT f- 
+/-EDGE 

9 


20 

□ DAT IN 

NOT USED □ 

10 


19 

□ DAT OUT 

CK2048 C 

11 


18 

□ RESET 

TEST □ 

12 


17 

□ REF CLOCK 

TxBUS □ 

13 


16 

□ CK2048 

GND F 

14 


15 

“1 NO CONNECTION 



ZN1003 


Pin Description 


No. 

Name 

Function 

25 


Parallel data on these three pins is the address of the 

24 

^ r 

8 ports. 

23 

c J 


22 

EN 

Enabling pulse for the selected port address on the A, 
B and C pins held low while 8 WR pulses input 8 bits 
of serially encoded data into the ZN1003. 

26 

DB 

8 bit serially encoded data derived from the binary 
representation of the selected timeslot for a particular 
port, plus, two bits to represent power up/power down. 

27 

Wr 

Write pulse for DB. DB is read into the ZN1003 on the 
rising edges of the WR pulses. 

18 

RESET 

Upon receipt of logic '0' on this I/P pin, the ZN1003 
will reset all timeslots to zero. 

9 

+ /-SELECT 

A + ve 5V or ground applied at this pin selects whether 
the syn output is derived from the rising edge of the 
2048 clock or the falling edge. 

19 

DATOUT 

Speech data highway for data from the codec/filter chip 
to the line unit edge connector, after edge retiming of 
the Tx BUS on the ZN1003. 

20 

DATIN 

Speech data highway for the data from the line unit edge 
connector to the codec/filter chip via the ZN1003. After 
buffering and Inversion becomes Rx BUS. 

13 

Tx BUS 

PCM data from the codec/filter chip to the ZN1003. 

21 

Rx BUS 

PCM data from the ZN1003 to the codec/filter chip. 

17 

REF CLOCK 

Timing signal of approximately 1 cycle of the 2048kHz 
clock in duration, repetition rate of 8kHz. Used as the 
framing signal for the ZN1003. It is synchronised to the 
2048kHz clock. 

16 

CK2048 

Master clock for the system used for timing on the 
ZN1003 

11 

CK2048 

Inverted master clock 2048, used for timing of the 
codec/filter chip etc. outgoing from the ZN 1003 to the 
codec/filter chip. 

1 to 8 

Syn 1 to Syn 8 

Frame syn pulse, a positive pulse of 8 periods of the 


2048 clock for each individual codec/filter chip 
generated by the ZN1003 In a selected timeslot, 
referenced to the 2048 and REF CLOCK signals. 
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ZN1003 


Input Timing Requirements 


Symbol 

Parameter 

Min. 

Typ. 

Max. 

Units 

ti 

Reset pulse width 

50 



nS 

^2 

Delay from rising edge reset pulse to rising edge of 
CK2048 

25 



nS 

^3 

Reference clock pulse width 

100 



nS 


Delay from rising edge reference clock to falling edge 
of CK2048 

50 



nS 

^5 

Delay from DATIN to rising edge of CK2048 

60 



nS 

te 

Delay from rising edge of CK2048 to DATIN 

50 



nS 

ty 

Delay from A,B,C, and DB to the write pulse 

70 



nS 

^8 

Delay from rising edge write pulse to A,B,C, and DB 

100 



nS 


Output Timing Requirements 


Symbol 

Parameter 

Min. 

Typ. 

Max. 

Units 


Syn out rising edge delay from rising edge CK2048. 

CL = 300pf 

60 

100 

170 

nS 

^2 

Syn out falling edge delay from rising edge CK2048. 
Cl = 30pF 

60 

100 

170 

nS 

h 

Syn out rising edge delay from falling edge CK2048. 
Cl = 30pF 

60 

100 

170 

nS 

U 

Syn out falling edge delay from falling edge CK2048. 
Cl = 30pF 

60 

100 

170 

nS 


Delay from rising edge CK2048 to falling edge 
CK2048. Cl = 480pF 

22 

31 

53 

nS 

^6 

Delay from falling edge CK2048 to rising edge 
CK2048. Cl = 480pF 

25 

36 

61 

nS 

ty 

Delay from rising edge CK2048 to rising edge DATOUT 

35 

51 

90 

nS 

^8 

Delay from rising edge CK2048 to falling edge DATOUT 

30 

42 

75 

nS 

^9 

Delay from rising edge DATIN to falling edge Rx bus 

22 

32 

55 

nS 

^10 

Delay from falling edge DATIN to rising edge Rx bus 

20 

29 

50 

nS 


DATOUT delay from falling edge CK2048. Cl=120pF 

30 


106 

nS 


CK2048 rise time or fall time 



50 

nS 


Cl = Load Capacitance 


249 







ZN1003 



A.B.C.DB 

EH 

WR 

CK2048 
SYN1-8 
SYN 1 -8 
SYN1~8 
SYN 1-8 
CK2048 
DATOUT 
DATOUT 

OATIN 




tlO 

Output Timing Requirements 


ill 








ZN5683E/J 

PCM LINE INTERFACE CIRCUIT 


The ZN5683E/J is a PCM line interface circuit suitable for 
2.048Mbit/s or 8.448Mbit/s PCM systems. It contains both 
transmit and receive channels in a single 18 pin dual in-line 
package. The incoming bipolar PCM signal, which has been 
attenuated and distorted by the cable is processed by the 
receiver to extract Data-, Data + and clock signals. These 
are then level shifted to TTL levels suitable for further digital 
processing. 

In the transmit direction the TTL data input is used to drive 
a centre tapped transformer, which is used to interface with 
the transmission line. 

FEATURES 

B Operation up to 8.448Mbit/s in both Transmit and 
Receive Directions 

B Supports Balanced and Unbalanced Receiver 
Inputs 

B Single +5V Supply 
B TTL Compatible 

B Suitable for T1, T2, 2.048 and 8.448Mbit Systems 
B 18 Pin Ceramic or Plastic DIL 


DECOUPLING L 1 
RX DATA+ L 2 
RX DATA- [_ 3 


LC TANK BIAS P 5 ZN5683 14 

* —: 

RX GROUND n 7 
RX CLOCK 
RX Vcc 


TX Vcc 

TX DATA+ INPUT 
2 TX CLOCK INPUT 
2 TX DATA+ OUTPUT 
2 TX GROUND 
2 TX DATA-OUTPUT 
2 TX DATA-INPUT 
2 RX DATA+ OUTPUT 
2 RX DATA-OUTPUT 

ZN5683J (DG18) 
ZI\I5683E (DP18) 


Fig. 1 Pin connections - top view 



l_ 


Fig. 2 Block diagram 
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ZN5683E/J 


ELECTRICAL CHARACTERISTICS 
Test conditions (unless othenA/ise stated): 

Tamb : -40°C to +85 X, Vcc +5V ± 0.25V 

DC CHARACTERISTICS 


Characteristic 

Symbol 

Pins 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Supply current 

Icc 



35.0 

60.0 

mA 

Output drivers open 

Low level input current - data 

IlLD 

12, 17 

-200 


-50 

//A 

< 

2 

11 

O 

< 

Low level input current - clock 

IlLC 

16 

-400 


-100 

aA 

> 

o 

II 

z 

> 

Low level output voltage - clock 

VOLC 

8 


0.4 

0.8 

V 

IcL = 2mA 

High level output voltage - clock 

VOHC 

8 

3 

3.6 


V 


Low level output voltage - data 

VOLD 

10, 11 


0.4 

0.8 

V 

1 CL = 2mA 

High level output voltage - data 

VOHD 

10, 11 

3 

3.6 


V 


Low level output voltage - line driver 

VOLO 

13, 15 

0.6 

0.8 

0.9 

V 

See Note 3 

High level output current - line driver 

lOHO 

13, 15 



100 

aA 


Output driver current sink 

lOLO 

13, 15 



40 

mA 


Input voltage 


2, 3 


3 

3.3 

V 

See Note 4 


AC CHARACTERISTICS 


Characteristic 

Symbol 

Value 

Units 

Conditions 

Min. 

Typ. 

Max. 

Output driver rise time 

tro 


20 

25 

ns 

See Note 5 


ABSOLUTE MAXIMUM RATINGS (See Note 1) 


Supply voltage, Vcc 

Input voltage, Vin (See Note 2) 

Current sink 

Operating temperature range 
Storage temperature range 


+20V 
-0.3V to +20V 
40mA 

-40°Cto +85 X 
-55X to +125X 


NOTES 

1. The absolute maximum ratings are limiting values above which 
operating life may be shortened or specified parameters may be 
degraded. 

2. Vin = input voltage relative to pins 7, 14. 

3. Measured at pins 13, 15 with 300 Ohms pull up to 5.0V. 

4. Per OCITT G.703 pulse mask. See Fig.3. 

5. Measured at pins 13, 15 with 150 Ohms pull up to 5.0V. 
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Fig.3 Input signal pulse mask 








ZN5683E/J 


PIN DESIGNATION 


Pin No. 

Name 

Description 

1 

Decoupling 

Pin for connection of an external decoupling capacitor to the peak detector circuit. 

2 

RX DATA + 

Received data input from isolating transformer. A ‘1’ on this pin represents a positive 
going HDB3 pulse. 

3 

RX DATA- 

Received data input from isolating transformer. A‘T on this pin represents a negative 
going HDB3 pulse. 

4, 5, 6 

LC TANK BIAS 

L and C components are connected to form a circuit which is tuned to optimise the 
extraction of the HDB3 signal. 

7 

RX GROUND 

Ground pin for receiving circuitry. 

8 

RX CLOCK 

Output for clock extracted from received data stream. 

9 

RX Vcc 

Positive supply pin for receive circuitry. 

10 

RX DATA- 0/P 

TTL compatible output for -ve pulses extracted from the transmission line. 

11 

RX DATA + 0/P 

TTL compatible output for +ve pulses extracted from the transmission line. 

12 

TX DATA- I/P 

Data input for transmission as negative going pulses. 

13 

TX DATA- 0/P 

Data output to isolating transformer for -ve pulses. 

14 

TX GROUND 

Ground pin for transmit circuitry. 

15 

TX DATA + 0/P 

Data output to isolating transformer for +ve pulses. 

16 

TX CLOCK I/P 

Synchronising clock input for transmit circuitry. 

17 

TX DATA + I/P 

Data input for transmission as positive going pulses. 

18 

TX Vcc 

Positive supply pin for transmit circuitry. 



Fig.4 Recommended circuit 
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Application 

Notes 
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A Single Channel Codec 


INTRODUCTION 

Conventional techniques for pulse code modulation (pcm) conversion for use in 
completely digital switching systems employ ladder networks requiring many high 
precision components to define the quantiser characteristic to sufficient accuracy. 
Alternative techniques employ linear ramps requiring either excessively high clock 
speeds or a number of ramps of precisely relative slopes. 

In order to meet the signal-to-noise and gain-linearity constraints usually imposed on 
such systems, particularly for the telecommunications market, the use of expensive 
analogue to digital and digital to analogue hybrid circuitry is necessary. Due to the very 
high cost of the A/D and D/A component, multi-channel multiplexing techniques are 
usually employed. 

The system described herein uses an advanced approach to a pcm codec 
(coder/decoder) designed at the British Telecom Research Centre at Martlesham Heath. 
The original aim was to produce an inexpensive codec capable of fully meeting the 
relevant C.C.l.T.T. recommendations. It was realised that the way to achieve this was to 
make optimum use of high performance bipolar LSI technology. The result is a single 
channel codec of the type outlined in Fig.1. The codec chip is the Plessey ZNPCM1, the 
performance of which completely meets the performance specification defined by 
British Telecom. The operation and realisation of the single channel codec is described 
in the following pages. 
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SYSTEM CONSIDERATIONS 


The approach adopted was based on the principle of conversion to and from pcm via an 
intermediate digital code format, i.e. the encoder may consist of a waveform tracking 
encoder to provide highiy oversampied A/D conversion followed by digital processing 
iogic to convert the intermediate code to pcm. The decoder may consist of digital 
processing logic to convert pcm to some intermediate code format and a simple D/A to 
convert from the intermediate code to analogue. Studies revealed that a trade-off was 
necessary between analog A/D and D/A simplicity and conversion iogic speed and 
complexity. 

The trade-off was taken to its limit resulting in the simplest form of A/D and D/A 
converters possible providing that circuitry was realisable with state-of-the-art LSI 
technology. Fig.1 shows a block schematic of the basic codec. 



Fig. 1. Codec Schematic 


The intermediate code format chosen for both encoder and decoder is that produced by 
a delta sigma modulator (dsm). It is especially simple to convert from this format back to 
analogue as one only has to pass the digital stream through a low pass filter cutting off 
just baove the highest signal frequency to be recovered (3.4kHz). 

The area enclosed by the dotted line indicates the functions integrated into the L.S.I. 
codec chip ZNPCM1. The dsm circuitry is realised using discrete TTL logic, a differential 
amplifier, resistors and capacitors. However an integrated circuit version of the dsm 
circuit is now available from Plessey. 
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THE DELTA SIGMA MODULATOR (DSM) 


A modified form of delta sigma modulator/demodulator is used, resulting in an adequate 
performance using a clock rate as low as 2.048 kHz. Fig. 2 shows the functional circuit of 
the dsm, incorporating an operational amplifier integrator, and a D-type bistable for the 
threshold detector and approximation level generator. The modulator accepts a band-limited 
analogue input signal (300-3400 Hz) and converts it to one bit/sample delta sigma code 
format at a high sampling rate. The demodulator produces one of two precisely defined 
analogue levels in response to the single bit/sample delta sigma bit stream. 



Fig. 2. Modulator/Demodulator Circuit 


The modulator circuit relies on the use of two logic signals being fed back from the code 
converter; the sign bit of the generated pcm codewords, used to control the d.c. alignment 
conditions, and an 8 kHz square wave (Spectral Redistribution Function) which is added to 
the input signal to improve performance. A complex feedback network is also used to feed 
back a higher level of quantisation noise below approximately 16 kHz to shift quantisation 
noise to higher frequencies where the code converter provides greater suppression. In the 
reverse direction the decoder delta sigma stream coming from the code converter is passed 
through a D-type bistable for edge re-timing and level definition before the required analogue 
signal is recovered by low-pass filtering. 
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Encoder and decoder gain errors due to initial component variations from their nominal 
values are corrected at a gain adjustment point in the system. The main requirement 
is on gain stability, rather than absolute gain. The gain is a factor of both resistor ratios and 
the D-type output voltages. The output voltages are stabilised by supplying the quad D-type 
from a 5 volt regulator, which is always associated with the codec, and clamping the high 
state output voltages to a 2.45V reference by the use of schottky diodes. These also help to 
match the voltages influencing the d.c. alignment conditions and minimise the effects of 
power supply variations and noise. Resistor ratio stability is obtained, together with a small 
modulator/demodulator physical size, by Implementing the resistors and small capacitors as 
an in-line passive hybrid. 

The modulator also includes a 'fast start' circuit to ensure rapid stabilisation of the d.c. 
conditions when the codec is powered-up. This is important when the codec is used in 
switching applications where considerable power savings arise if the codec is only powered- 
up when required. 

The detail circuit of the dsm is shown in Fig. 3. In addition to the basic modulator and 
demodulator circuit the decoded output Is shown being fed into a simple second order 
Sallen and Key filter. This is shown as a technique for demonstrating the equalisation of 
sin.x/x distortion resulting from the sample and hold process of the decode function. The 
compensation would normally be provided as an integral part of the decoder band limiting 
filter. 

An integrated circuit version of the dsm circuit is now available and is designated ZNPCM2. 
Fig. 4 shows a diagram of the interface connection with the ZNPCM1. 
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COMPONENTS LISTING FOR COMPLETE CODEC CIRCUIT 

1. MAIN CIRCUIT 



Integrated Circuits 

I.C.1 


CA3140 

I.C.2 

— 

SN74175 

I.C.3 

— 

ZN458 

I.C.4 

— 

ZNPCM1 

Diodes 



D1, D2, D3 and D4 

•— 

ZC2800 or 1 N6263 

Capacitors 

C1 


3.3 tiF ib20% 

C2 & C3 

— 

6.8 (iF dz20% (6.3V) 

C4 

— 

68 pF ±20%"| 

C5 

— 

15 nF ±10% ^ +15%, -18% (See Note 1) 

C6 

— 

10nF±2% J 

C7 

— 

6.8 (xF ±20% (6.3V) 

Resistors 



R1 

— 

2.7kO ±2% (High Stability Resistor) 

R2 

— 

10kn ±2% 

R3 

— 

4.7kO ±2% 

R4 

— 

47kO ±2% 

R5 

— 

6200 ±5% 

R6 

— 

10kO ±2% (High Stability Resistor) 

R7 and R8 

— 

2kO ±2% (High Stability Resistor) 

R9 

— 

2.7kO ±10% 

RIO 

— 

2600 ±10% 

NOTE 1. Limits apply over temperature range and equipment working life. 

NOTE 2. High stability resistors should track each other to ±1%to meet British Post Off'ce 

Specification Requirements, 


2. SUBSIDIARY CIRCUITS 



Integrated Circuits 

I.C.5 


741 Type Op Amp 

I.C.7 

— 

LM78L05ACH 

Capacitors 

C8 


1 nF ±2% 

C9 

— 

lOnF ±2% 

C10 

— 

2.2 txF ±20% 

Resistors 



R11 & R12 

— 

91.8kO ±1% 

R13 

— 

lOOkO ±5% 
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Analogue 
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A 


Analogue 
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C2 


I -9- 

1 


C8 

C9 
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Integrator 
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Integrator 

Analogue 

decouple 

OUT 

High 
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decouple 

+5v 
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decouple 
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Analogue 

0 volts 

SB IN 

Fast 

start 

^^OUT 

Integrator 

bias 

decouple 

SRF 

feedback 



ZNPCM2 
DSM IC 


Fig. 4. DSM"Codec Interface 


THE CODE CONVERSIOM 

The dsm signal is fed into the integrated circuit at 2,048 kbits/second and converted to 
compressed pcm at a bit rate of 64 kbits/s or, by the application of external timing signals 
a maximum of 2,048 kbits/s for multiplexing in a burst format. Conversely the I.C. will accept 
at the pcm interface either a 64 kbit/s stream or, by the application of external timing signals, 
a bit rate of up to 2,048 kbit/s in a burst format. This is then converted to a delta sigma pulse 
stream of 2,048 kbit/s. The actual code conversion can be broken down into two stages; 
(i) Delta Sigma to linear pcm and vice-versa; (ii) Linear pcm to compressed pcm and vice- 
versa. 

(i) Delta sigma to Linear pcm 

The converter operates by multiplying the 256 delta sigma input samples occurring in 
each 125 microsecond pcm sample period by coefficients according to a triangular 
profile and accumulating the products to form the required linear pcm codeword at the 
end of the interval. Fig. 5 shows the converter logic structure. 
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LINEAR P.C.M. 
>OUTPUT TO 
COMPRESSOR 


Fig. 5. Delta sigma to Linear pcm Converter 


It consists of an eight bit counter, logic for operating on the seven least significant bits 
of the counter, a re-timing buffer, a 14 bit accumulator and an output latch. The first 
seven bits of the counter generate numbers zero to 127 as shown in Fig. 6(a). The 
eighth bit divides the generated number sawtooth into odd and even phases as shown 
in Fig. 6(b). Bit eight is also used in conjunction with the delta sigma (AEj) output to 
operate on the seven bit count sequence to produce the correct value of ASjWj to be 
added into the accumulator, where Wj is the required weight from the triangular profile 
during the ith clock period. 



Fig. 6. a) 7 Bit Counter Number Sawtooth 

b) Counter Most Significant Bit 

c) Effective Available Weight Sequence 
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The technique of generating a triangular co-efficient profile allows a continuous up* 
counter to be used, which in turn allows the easy generation of the required timing 
waveforms to drive different parts of the codec. The 8 kHz square wave used within the 
modulator is taken from the most significant bit of the counter and the sign bit feedback 
to the modulator is derived from the output latch. 

The converter produces 14 bit linear pern codewords at 8k samples/s with an effective 
accuracy such that the signal to noise ratio obtained, after converting the 'A' law pem, 
complies with C.C.l.T.T. recommendations. 

In the decode direction the principle of conversion is the implementation of the delta 
sigma algorithm (see appendix 1) in all digital logic. The linear pem input appears as a 
sample and held signal, the digital dsm performing a continuous conversion to the delta 
sigma format. The realisation of the circuitry is shown in Fig. 11. 


(ii) Linear PCM to Compressed PCM 

A useful relationship exists between linear pem codewords and their 'A law' compressed 
equivalents allowing conversion between the two formats to be readily accomplished 
using data selection techniques. Fig. 7 shows a linear pem to 'A law' pem converter 
where the segment code is derived directly from the linear codeword using combina¬ 
tional logic. The segment code is then used to control a data selection matrix to extract 
the required interval code. 


/ 


LINEAR 

INPUT 





N 


I ‘A LAW* 
OUTPUT 


/ 


Fig. 7. Linear to 'A Law' Converter 

Facilities are provided for controlled alternate digit inversion of the 'A law codewords 
prior to parallel to serial conversion for serial output. In most applications ADI must be 
provided but for testing purposes it is useful if it can be removed. 

Similar techniques are used in the decode direction to convert the compressed pem into 
linear pem. 
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INPUT-OUTPUT INTERFACE 

One of the most important features of a pcm codec is the structure of its input-output 
interface as this directly influences the ease with which the codec can be used in a given 
application. A very flexible I/O interface has been included which can operate in either of 
two modes by means of pin selection. 

In the first mode the pcm codewords are clocked in and out automatically at 64 kbits using 
clocks Internally derived from the applied 2,048 kHz clock. The only timing waveform 
required is a timing vector to indicate when the first bit (the sign bit) of each codeword is 
required (which automatically defines the positions of the other bits at this rate). To take 
account of many applications where the received pcm codewords are not in the frame 
alignment with the transmitted codewords, two pins are provided for the user to strap 
appropriately to indicate the actual displacement. The four possibilities allow for zero to 
three digits delay of the received with respect to the transmitted codewords. 

In the second mode, a much wider range of operation is possible. The pcm codewords may 
be clocked in and out at any rate in the range 64 to 2,048 kbits. Access is provided to the 
output and input shift registers to allow the multiplexing and demultiplexing of signalling 
bits if required. Also separate encoder and decoder 2,048 kHz clock inputs are provided to 
allow asynchronous working between the two directions of transmission, which Is typical 
of pcm multiplex applications. 

ZNPCM1 -THE L.S.I. CODEC 

From its initial conception the codec has been designed with a view to producing the 
circuit in an L.S.I. semiconductor technology. Using advanced circuit design, 
photographic mask making and processing techniques developed originally for the 
F100L 16 bit bipolar microprocessor^ Plessey have produced a single chip codec 
incorporating all the circuit functions shown in the dotted rectangle in Fig.1. The device 
operates from a single 5V supply with a maximum operating frequency of 6MHz and all 
Inputs and outputs are TTL compatible. For reduced power requirements the device will 
operate down to 3.5V maintaining TTL compatibility and as low as 3V with some 
degradation of input/output voltage levels. 

The chip size is 178 thou, by 163 thou, and Is available in a 24 lead ceramic DIL 
(ZNPCM1J). 

Performance 

The codec described meets all the performance requirements of the C.C.l.T.T. Recommenda¬ 
tion G712 with good safety margins. Using a standard pcm multiplex tester and a spectrum 
analyser the following performance figures result: 

1. Idle channel noise: -69 dBmOp 
(C.C.l.T.T. recommendation = -65dBmOp) 

2. SIgnal-to-noise ratio and Gain-level linearity: Figs. 8(a) and 8(b) show the results using a 
450-550 kHz pseudo-random noise test. 

3. Intermodulatlon distortion: 

Measured products are at least lOdB and on average 18dB better than the C.C.l.T.T. 
recommendations. 


266 




Fig. 8(a). Signal to Noise Ratio, ‘A law’ 



450-550 Hz Noise for Level < -lOdBmO 
050 Hz Sine wave for Level >-dBmO 


Fig. 8(b). Gain to Signal Level, ‘A law’ 

Another aspect of the codec performance is the Sine (- ft) decoder frequency characteristic, 
having infinite attenuation at 8 kHz and multiples thereof, introduced by the digital full- 
width sample and hold process occurring within the code converter. Although this requires 
equalisation in-band with an appropriate analogue post filter design, the characteristic 
ensures complete suppression of the sampling frequency components and harmonics, 
independent of any d.c. offset in the received codewords. 

The sine (Tcft) characteristic is also useful when considering the design of less complex 
analogue filters to be used with the codec in digital switching applications, where codecs 
may be provided on a per customers line basis. A less complex filter may be allowable since, 
in the local telephone networks, there is not the problem of interworking with frequency 
division multiphase systems. 
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DSM Hybrid 


APPENDIX 1 



Component Values 

R1 47kO " 

R2 2.7kD 

R3 2kn 

R5 lOkQ ^ ±5% 

R 6 2kQ 

R7 4.3kQ 

R 8 lOkn 

J 

C1 15nF 1 

C2 68 pF y +15%,-18% 

C3 lOnF J 


R4 620D I 

R9 2.7Mn y ±20% 

RIO 260D J 


Resistor Ratio Tolerances 
If R _ (R3 + Re) R5 

' P (R3+ R6+ R5) 

then Rp/R 2 shall commence with ±5% of the nominal ratio and then remain with ±1% of 
the starting ratio over operating temperature range and equipment life. 

The ratios Rp/R-i and R 7 /R 7 + Rs will remain within ±5% of nominal ratios. 

The tolerances quoted are those required over the temperature range and working life to 
obtain a performance compatible with that required by the British Post Office and may be 
relaxed for less stringent requirements. 
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APPENDIX 2 

Fig. 9 shows the algebraic notation used for the numbers existing within the modulator 
during the nth clock cycle. 


OFFSET 

ADDITION 2048Hz CLOCK 



d APPROXIMATION 5IGNAL±B 


Fig. 9. The Digital DSM 


The 13 bit linear pern input has a constant offset d added to it, resulting in a number = 
Ip + d being presented to the digital dsm. The offset d, equal to 1/16th of the peak pem 
codeword magnitude, acts as a spectral redistribution function^ which improves the perform¬ 
ances considerably. The approximation signal q used in the feedback loop can take one of 
two binary numbers + B or-B. The difference ep, = x^ -q^ is presented to a digital integrator. 
At the end of clock period 'n', is added to l^,, the integral or sum of all previous differences 

to form L + 1. 

^ n 

i.e.. In + 1 = In + ©n = ^ (Xj “ qj) 

o 

The threshold detector outputs the sign of In + 1 which is used to control the sign of the 
approximation signal during the (n + 1)th period the sign being chosen so as to minimise 
the integral, 

i.e., qn + 1 B sgn (In + 1) 
over a period of m dsm cycles 
m -1 

ln = ln-m+ S (Xj~qj) 

n - m 

Rearranging and dividing by m: 

1n-1 1n-1Xj 1 

— S qj = ^— 2 — (•n“l(n m)) 

mn-m mn-m m 

i.e., the mean value of q over m cycles is equal to the mean value of the input x plus some 
error term. The larger the value of m the smaller the error term becomes. Viewed in the 
frequency domain the feedback loop causes the low frequency components of q to track 
the baseband frequency components of the input x, any difference being the inband 
quantisation noise due to the transformation or coding process. 
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Fig. 10 shows the circuit realisation of the digital dsm. The simplicity of the configuration 
arises from choosing the magnitude of the approximation levels ± B, such that the difference 
between and qp can be formed by combinational logic techniques on the most significant 
bits of Xpj and q^ without performing a full subtraction operation. Generalising, if x is 
represented by a two's complement number k bits In length, then, 

-2^-1 < X <2k-l -1 

The two possible values of q are made 

+ B = 2k-l and - B = -2^-1 


As a consequence the k + 1 bit value of e can be formed by using the k - 1 least significant 
bits of X (unchanged) combined with two bits in the most significant positions which are 
inverses of the sign bits of x and q, hence the logic structure shown In Fig. 10. The digital 
dsm cycle rate is governed by the rate at which the accumulator latch Is clocked, the delta 
sigma output being taken from the sign bit of the accumulator. 



6 

20A8kHz 

CLOCK 


Fig. 10. Digital DSM Circuit Realisation 
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AN36 


An HDB3-Coded PCM Link 


This application note shows how the MV1441, MJ1444 and I\/1J1445 can be used in a 2048kbit/s, HDBS-coded PCM link. It 
describes the structure of the link, gives an application circuit using the devices and indicates how the circuit can be expanded to 
include the MV3506 series Codecs. 

The 2048kbit/s link is that described in CCITT recommendations G.703 and G.732. It is a digital trunk capable of carrying 30 
speech channels plus associated signalling and synchronisation. The same link is used as the primary access for ISDN. 


STRUCTURE OF THE 2048kBIT/s PCM LINK 

The serial structure of the 2048kbit/s PCM link is shown in 
Fig.1. There are 8 bits in each Time Slot, 32 Time Slots in 
each Frame and 16 Frames in each Multiframe. 

The serial data stream used on the line is HDB3 encoded. 
This ensures that the clock can be recovered and bit 
synchronisation established. Frame synchronisation is 
achieved by Time Slot 0 which contains an alternating signal 


on bit 2. To avoid accidental synchronisation, a frame 
synchronisation pattern is used on bits 3 to 8 when bit 2 is 
zero (see Table 1). 

If multiframe synchronisation is required, it is established 
by four O’s in Time Slot 16 once every 16 Frames (see Fig.3). 
On the other 15 Frames, Time Slot 16 is used for signalling 
which avoids four O’s. 



Fig.1 Serial format 



Bit Number 

1 

2 

3 

4 

5 

6 

7 

8 

Time Slot 0 in Frame- 
Alignment Frames 

Reserved for 
International use 

0 

0 

1 

1 

0 

1 

1 

Time Slot 0 in Non-Frame- 
Alignment Frames 

Reserved for 
International use 

1 

Alarm indication to 
remote multiplexer 

Reserved for National use 


Table 1 Bits in Time Slot 0 


Frame 0 - Time Slot 16 

Frame 1 - Time Slot 16 

0000 j XYXX 

1 

ABCD for ' ABCD for 
Time Slot 1 ' Time Slot 17 
_1_ 


Table 2 Bits in Time Slot 16 


Frame 15 - Time Slot 16 


ABCD for I ABCD for 
Time Slot 15 ' Time Slot 31 
_I_ 
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THE 2048kBIT/s INTERFACE CIRCUIT 


Fig.2 shows the interface circuit which is constructed from 
an MV1441, an MJ1444, and MJ1445 and discrete 
components at the line interface. The circuit can be used at 
either the master or the slave end of a phase-locked 
transmission link or with asynchronous directions of 
transmission. 

Transmit Path 

Signalling information for Time Slot 0 is sampled by the 
MJ1444 and output for multiplexing with PCM data to form 
the Transmit Data (TD) stream. The MV1441 samples the 
Transmit Data and outputs HDB3 steering pulses. The line 
transmit interface accepts the steering pulses, shapes them 
and couples them through the transmit transformer to 
generate the differential HDB3 line signal. 

Bit and frame synchronisation are established by the 
Transmit Clock (TC) and Transmit Sync (TS) signals (see 
Fig.3). NB The Transmit Sync does not need to degenerated 
every frame. The Transmit Clock drives the Clock input (pin 
4) of the MJ1444 and the Encoder Clock input (pin 2) of the 


MV1441. The Transmit Sync drives the Channel Reset input 
(pin 3) of the MJ1444. 

Some care is required with the transmit transformer. The 
5V connection to it must form a good AC ground and 
capacitive decoupling may be needed to ensure this. 
Transformer construction details are given in Table 3. 

Receive Path 

The differential line signal is sensed by the line receive 
interface which generates steering input pulses for the 
MV1441. These pulses are used by the M\/1441 to generate 
the Receive Clock (RC) and are decoded according to the 
HDB3 rules to give the Receive Data (RD). The MV1445 
recognises the frame synchronisation signal on Time Slot 0 
of the Received Data and outputs the signalling information. 

The MJ1445 also outputs the Receive Sync (RS) signal 
which bears a similar relationship to Receive Clock and 
Receive Data as on the Transmit Path (see Figs.3 and 4). NB 
The MJ1445 only outputs the RS signal on Frame-Alignment 
Frames. 
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Fig.2 Interface circuit 






Fig.4 Receive signal alignment (RS shown for Frame-Alignment Frames) 


Resistors 

Capacitors 

Integrated Circuits 

R1 -6800 

Cl - 22pF 

IC1 - MJ1444 

R2 -3900 

C2 -22pF 

IC2 - MV1441 

R3 -6800 

C3 - 220pF 

IC3 - MJ1445 

R4 -1kO 

R5 -1kO 

C4 - 220pF 

IC4 - CMOS inverter 

R6 -1kO 

Transistors 

Transformer Components 

R7 -1kO 

TR1-4-2N2369A 

T1 and T2 (each): 

R8 -680 


1-off RMS Ferrite pot core, e.g: 

R9 -680 

Diodes 

Siemens T ype B65805-C0000-R030, 

R10-1200 

D1-4- BAW62 

B65806-B2001-X000 

R11-120O 


orB65806-B1001-D001 

R12-680O 

Crystal 

2 off Clamp 


XI - 16MHz 

1 off Bobbin 

For winding details, see text below. 


Table 3 Interface circuit list 


Transformer Winding Instructions 

1. 40 SWG wire: Start at pin 2 

Wind 36 turns 
End at pin 6 

2. Insulating Tape : Wind 1 turn 

3. Screen : Connect to pin 1 

4. Insulating Tape : Wind 1 turn 


5. 40 SWG wire: Start at pin 3 

Wind 36 turns 
Tap to pin 4 

6. Insulating Tape : Wind 1 turn 

7. 40 SWG wire: Continue from pin 4 

Wind 36 turns 
End at pin 5 
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EXPANDING THE CIRCUIT 

Figs.5 and 6 show how MV3506/7/8 Codecs can be added 
to the interface circuit. Each Codec receives a transmit and 
receive strobe which defines its Time Slot. The relationships 
between the strobes and the signals used by the interface 
circuit are shown in Fig.7. 


The Codecs require their transmit and receive clocks and 
strobes to be phase-locked with their master clock. 
Information on this and on the generation of the strobes is 
contained in the Codec data sheets. 



Fig.5 Transmit data from Codecs 



Fig.6 Receive data to Codecs 












Fig.7 Signal alignment for MV3506/7/8 Codecs 
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PABX/Line Card Control Circuit 


AN42 


This application note describes how a control circuit and up to 128 Piessey MV3000 Subscriber Line Audio Circuits (SLACs) 
can be connected together to form a simple PABX. 

The two possible modes of operation of the controi circuit are described, showing in each case how it is connected to the 
matrix of SLACs. The controller has been designed to interface to an industry standard microprocessor (such as an Intel 8051), 
and to allow control data to be written and read via the SLAC’s serial control port. 

The circuit has been designed to use 74HCT logic throughout and operates from a single 4MHz clock source generating 
antiphase 2MHz clock signals. 


DESIGN CONCEPT 

The basis of the PABX/Line Card controller design uses 
the time-slot switching capabilities of the SLAG (MV3000). 
Each SLAC can transmit/receive PCM data in 32 (64 in 
expanded mode of operation) time-slots, which can appear 
on any of two transmit and two receive ports, A and B. This 
gives a maximum capacity of 128 time-slots, each associated 
with one SLAC (i.e., telephone). 

Operation of the controller simply allows the serial control 
information of the SLACs to be generated by a 
microprocessor. The processor provides all the necessary 
intelligence to control call routing, off hook status, gain 
variations etc. in software. Communication with the 
controller is via the microprocessor interface, designed to 
suit an industry standard processor, such as the Intel 8051. 

CIRCUIT DESCRIPTION (see Fig.1) 

Microprocessor Interface 

This allows control data to be written to and read from the 
controller. In addition the Control Address data is written to 
the device, which is then used to control either up to 8 SLACs 
directly or one of up to 128 SLACs at an individual address. 

Control Data or Control Address is written under the 
determination of the AO input. If AO = 0, then the data byte 
from the microprocessor is designated as Control Address. 
This is then loaded into an eight-bit latch on the rising (+ve) 
edge of the WR input. If AO =1, then the data byte is 
designated Control Data. This is loaded into the '299 shift 
register by a positive edge of the 2M clock during the WR = 0 
period. ( See timing diagram, Fig.2.) It is necessary to ensure 
that the WR pulse is long enough (>500ns) for a 2M rising 
edge. This limits the 8051 to lOMHz operation. This dat a will 
then be sent to the SLACs, as determined by the CAM 
(Mode) input, when the WR input returns to a logic 1. Note 
that control data must not be written again to the controller 
during the next 8//s in order to avoid corruption of the 
previous data byte. 

In order to read Control Data from a SLAC, the following 
considerations must be observed. First, note that the SLAC 
outputs data following a relevant Control Data word in. Each 
data byte that is to follow is then clocked out of the SLAC’s 
DIO pin during subsequent SLAC CS = 0 (active) periods. 
Due to the I/O structure of the SLAC control interface, the 
output data of the controller must be all ones(FFH) at these 
times. This ensures that the controller does not output data 
that will corrupt the SLAC output data (open drain output). 
The microprocessor must therefore write FFh during the CS 
active periods referred to above. 

Secondly, note that only one data byte out will be held by 
the controller (in the '299) at any one time. This means that 
the microprocessor must read from the controller after each 
successive write of FFh, thus forming an organised 
sequence. This will ensure that no data is lost. Since it is only 
possible to read from one SLAC at a time (see also Control 
Address Outputs), then a suitable operational procedure 
would be as follows: 

(a) Write Control Address 

(b) Write Control Data 


(c) Write FFh 

(d) Read first Data byte 

(e) Write FFh 

(f) Read second Data byte 

(g) Repeat FFn/Read as necessary until all 
data has been output 

When the ^ input = 0, the '299 I/O pins are configured as 
outputs and shift register data is available at the^^D0 -/iD7 
pins. _ 

The CS input disables the microprocessor interface when 
this pin is at logic 1. For normal operation as described, this 
pin should be held at logic 0. 

Output Port 

This provides the four connections normally associated 
with the serial control of a single SLAC. That is specifically 
Control Data Input/Out (CDI O) pr oviding input/output to the 
SLAC, Control Pin Address (CPA) providing SLAC CS and 
Control Clock Out put p roviding the DCLK input. 

The CDIO and CPA pins become active only after a 
Control Data byte has been w ritten from the microprocessor 
(i.e., AO = 1).Following the WR—►I transition, the '169 
counter counts down t hroug h a controlled sequence. This 
counter provides the CPA output directly, which also 
instructs the '299 register to shift right, providing a CDO 
output as shown in the timing diagram, Fig.2. 

To obtain acceptance of the CDIO data from the SLAC, it is 
first retimed to the 2M clock. CDIO data is then loaded into 
the '299 register as the CDO data (all ones) is clocked out. 
When the once off sequence stops, SLAC output data is held 
in the register ready to be read by the microprocessor (see 
also Microprocessor Interface). 

Control Address Outputs and Mode Input 

Control Address data from the microprocessor is held in 
the '574 latch. The outpu ts of t his device can be used in two 
ways, depending on the CAM input: 

If the CAM input = 1, then the CPA signal will strobe the 
CAO-7 outputs during the SLAC Control Data load sequence 
(see Output Port, above). The pins CAO-7 have pull-up 
resistors to +5V connected, so that t hose outputs that have a 
0 loaded into the latch will go low as CPA. Thus, if one SLAC 
CS input is connected to each control address output (Fig.3), 
control data is sent to each of the 8 SLACs that has a CS low 
as previously described. This mode can be used when 
reading data from t he S LACs, only if one of CAO-7 = 0. 

Alternatively, if CAM = 0, then the '574 outputs are 
permanently enabled. The 8-bit output byte can now be 
decoded as an individual SLAC address. This mode can be 
used to write/read data from a single SLAC only, of which up 
to 128 in a PABX are permissible. 

Note that in both modes, the CDIO and CCO outputs are 
common to all SLACs. 
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Fig.1 Line card controller logic diagram 


CONTROL ADDRESS 5 OUTPUT PORT 

OUTPUT 


















- jinjinnnnnnnjuuumiij™^^ 


[jDQ-(jD7 - 


LOAD (SEE NOTE 1) 


CDIO/XCDO DI7 D07 


D06 DOSb04 DOSp02P01 DOOpl7 


CDIO 

ONLY 
WHEN 
DATA 
IS <JXCDI 
INPUT 
FROM 

SLAC QA' 

'299 . 


DIO poo 


P06p05p04p03b02p0ip00 X ASSUMES XCDO = FFh 


DI7 DIG DI5 DI4 Di3 DI2 DI1 DIO 


DI7 DIG DI5 DI4 DI3 DI2 DM DIO 


Fig.2(a) Control data sequence 




Fig.2(c) Microprocessor read 

Fig. 2 Timing diagram (NOTE WR low period must be >500ns - see text) 
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SYSTEMS APPLICATIONS 
Line Card Controller 


The configuration of controller and SLACs to form a line 
card is shown in Fig.3. Each CS input of a SLAC is drive n by 
one of the CAO-7 outputs. For this application the CAM = 1 
mode is used. 

When initialising, or sending common commands to the 
SLACs, a Control Address value of OOh can be written to the 
'574 latch. When the Control Data is written to control, all 8 
SLACs are loaded with this data. If the writing of a Control 
Data word will cause a SLAC control data output, or a single 
SLAC is to be written to, the Control Address word must 
contain only oneO (such as FEh, BFh etc.). This ensures that 
only one SLAC at a time will output data. 

PABX Application 

The interconnection of controller and SLACs to form a 
PABX is shown in Fig,4. In this application, the SLACs are 
organised in 16 blocks of 8 (a line card), each block selected 
by a one-of-sixteen decoder (Line Card Address). This 
decoder (e.g., a 74 series '154 or two '138s) acts on the next 
four most significant bits of CA7-0, that define the Line Card 
Address (i.e., CA6-3). Each output of the '154 enables a one- 
of-eight decoder, associated with each block of 8 SLACs. All 
sixteen of these 1-of-8 decoders (e.g., '138) act on the three 
least^ignificant bits of CA7-0, that define a SL AC A ddress. 
The G3A enable input of each '138 is driven by CPA, so that 
^e finally decoded output is enabled as CPA. Then, since the 
G2A enable input of each '138 is enabled exclusively by the 
'154, only one SLAC can have an active CS input at any one 
time. This SLAC is defined by the Line Card Address, CA6-3, 
and SLAC Address, CA2-0. 

Control data to and from each SLAC is achieved on an 


individual basis. The address of the required SLAC is sent 
(written) first to the controller (AO = 0). With AO = 1 
writes/reads via the microprocessor interface are concerned 
with this SLAC only. 

PABX Application with Multiple Control 

To speed up operation of control when using 128 SLACs, 
more than one c ontroll er can be used. In this case each 
controller works in CAM =1 mode controlling 8 SLACs. This 
then requires a total of 16 controllers. 

Improved operation is now obtained by writing Control 
Address OOh to all controllers for subsequent loading of 
Control Data to all 128 SLACs simultaneously. For 
successful capture of Control Data from the SLACs the 
Control Address of every controller is now loaded with an 
address value containing only one 0 (such as DFh). This 
ensures only one SLAC sends data to each controller at this 
time. Each controller can now be read individually 
(addressed) by the processor. To obtain Control Data from 
the other SLACs, a different Control Address, containing one 
0, is used in the same manner. Control Data can thus be 
obtained from each SLAC by using all of the 8-possible CAO- 
7 combinations that contain one 0. 

Finally, note that when writing Control Data to a common 
number of SLACs (not all 128), then using differing 
combinations of Control Address in each controller can load 
subsequent data to any number of SLACs in any 
combination. Similarly, by using different combinations of 
CAO-7 (with one or no 0) in each controller, then up to 16 
SLACs in any combination of one per controller can send 
Control Data to the respective controller. 
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MV3000 Evaluation Board and Controller PCB 

This application note describes a printed circuit board that can be used to evaluate all the functions of the Piessey MV3000 
Subscriber Line Audio Circuit (SLAC). Also described is a Controller PCB that is intended for use with the evaluation board, if so 
required. 


Different configurations of the evaluation board will allow 
for evaluation of different aspects of the MV3000, each test 
set-up being described separately. Programming of the 
SLAC can be achieved by using a control circuit such as is 
described in the PABX/Line Card Application Note, AN42. 
This control circuit provides interface to a microprocessor, 
but can be used with other circuits generating 8-bit parallel 
data. Such a circuit, which generates 8-bit data and allows 
control of the evaluation board from a simple 4x4 keypad, 
has been built into the Controller PCB. 

THE EVALUATION BOARD CIRCUIT 

The circuit of the evaluation board is shown in Fig.1. The 
two MV3000 SLACs provide all possible configurations of 
evaluation that may be required. A 2l\/IHz clock input is 
divided down to provide Frame Sync information for the 
SLACs by two 74HCT161s. Master Clock, Transmit, Receive 
and Control Clocks are all connected to the same 2MHz 
input. The serial digital control ports of each SLAC are taken 
separately to a 16 pin DIL socket (the Serial Control 
Connector). 

THE EVALUATION BOARD PCB 

The layout/component overlay of the PCB is shown in 
Fig.2. Analog inputs/outputs are connected to the board via . 
SMC connectors, as is the 2MHz clock. The analog inputs 
may be terminated on the board, if so required. Digital and 
Analog ground are combined as a single ground plane. Both 
MV3000S are mounted on the board in 28 pin DIL sockets. 
External control or stand alone operation of the SLACs is 
achieved by the connections made via the 16 pin Serial 
Control Connector (SCC), the pinout for which is given in 
Table 1. 

There are two basic options for use of the PCB. Firstly, 
whether to use one or both SLACs. Secondly, an 8-way DIL 
switch can be placed in the SCC, or both SLAC control ports 
bussed together and driven externally. This gives rise to the 
four test set-ups as described below. A separate connector 
(PCM Connector) provides access to MCLK (CLKX, CLKR, 
DCLK), FS, DXA/B, DRA/B, +5V and OV. 

Test Set-Up 1 

This is used for single ended D-A, A-D evaluation of the 
MV3000. Digital access Is via the PCM Connector, analog via 
the SMC connectors. All that is required is to provide a 2MHz 
source to synchronise the SLAC to the external test system. 

TheSCCpinscanbewiredwithCDIO = +5VandCS =0V 
to utilise the MV3000 stand alone operation. This can be 
achieved by placing an 8-way SPST DIL switch in the 
connector, with switches 2 and 3 or 6 and 7 in the ‘ON’ 
position as necessary. This mode allows such simple tests as 
reproduction of a digital milliwatt. 

Test Set-Up 2 

This is set-up physically the same as set-up 1, except for 
the connections to the Serial Control Connector. Instead of 
the DIL switch, the SCC can be connected to an external 
controller. This will allow for example, time slot switching, 
gain increment/decrement as well as reproduction of a 
digital milliwatt. 


Test Set-Up 3 

This is essentially the simplest mode of operation of the 
PCB. Both SLACs are used in the board, with only the 
external 2MHz clock being required. With an 8-way SPST 
DIL switch in the SCC, switches 2, 3, 6 and 7 are in the ‘ON’ 
position. This puts both SLACs into ‘Stand Alone’ operation. 
Since the DXA/B and DRA/B pins are bussed separately 
between SLACs, then the default Tx/Rx in TSO selection of 
each SLAC does not result in contention on the same bus. 
On power-up of the board, the analog input of each SLAC is 
thus connected through to the analog output of the other. 
This mode essentially allows low noise evaluation of the 
analog characteristics with as little injection of externally 
generated noise as possible, should this prove necessary for 
SLAC evaluation. 

Test Set-Up 4 

Essentially this is physically configured as set-up 3 and 
controlled as set-up 2, with both SLACs in circuit and 
external control. This will allow evaluation of the B filter and 
also the Xrand Rf filter characteristics (see Fig.3). 

For B filter cancellation tests, the analog output of SLAC2 
can be connected (looped back) to its analog input (either 
directly or through a filter/delay network, such as a 
Subscriber Line Interface Circuit, i.e. SLIC). The ability of 
SLAC 2 to cancel received digital data from the transmitted 
digital data, can be checked by monitoring the analog output 
of SLAC 1. B filter coefficients are loaded, via the controller, 
into SLAC 2. The signal source car) be digital (SLAC 2 DRB 
pin, i.e. DXB1), or analog by use of the spare A-D on SLAC 1. 

To determine Xf and Rf performance, only one 
AIN AOUT direction is required. Comparision of pass band 
characteristics between filter ON and filter OFF conditions 
will reveal the tested filter response. 

CONTROLLER PCB 

The circuit described here makes use of the PABX/Line 
Card Controller circuit, as described in the PABX/Line Card 
Application Note AN42, to control the evaluation board. That 
control circuit is capable of interfacing a number of MV3000S 
to a microprocessor. It was essentially designed to be used 
with an Intel type 8051 processor. It is possible therefore, that 
by using a suitable microprocessor emulator the Control 
Address/Data for the Controller can be generated from a 
terminal/keyboard connected to the emulator. If this set-up 
is not available, however, an alternative 8-bit parallel data 
source Is required. 

To meet this possibility, a simple method of generating 8- 
bit data for the Controller from a 4 x 4 keypad was designed. 
This circuit is combined with the controller circuit, as shown 
in Fig.4, and thus results in the final Controller PCB circuit. 
Note that the controller section of this final circuit has slight 
modifications to that of AN42, these being described later. 

The circuit works by first generating 4-bit data from the 
keypad. A ’574 type latch then acts as a 4-bit wide, 2 stage 
shift register, clocked by the keypad strobe, to give 8-bit data 
(Source Data, SD). This data Is displayed on DIL LED array 
#1. When the ‘GO’ key (S3) is pressed, a sequence of WR and 
RD pulses is generated to first load to, and then read data 
from the Controller via the AD Bus. If the AO switch (SI) is 
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held down (ON), whilst S3 is pressed, then the 8-bit Source 
Data (SD) is Control Address, and if S1 is left open, then SD 
will be Control Data (see AN42). The data presented by the 
Controller to the AD Bus during the read part of the ‘GO’ 
sequence, is clocked into a second ’574 latch (SD is 
disabled), and displayed separately on DIL LED array #2. 
Thus DIL LED array #1 shows data to be sent to the 
Controller, and DIL LED array #2 shows data that has been 
read from the Controller. Closing S2 will cause the GO 
sequence to repeat continually as opposed to once, which is 
useful for diagnostic purposes (switch not provided on the 
Controller PCB). 

Modifications to the controller section of the PCB, as 
mentioned earlier in the text, result in additional features 
which can be activated by the RD switch, S4. This RD switch 
activates only the read part of the normal ‘GO’ sequence. 
Thus, pressing RD whilst AO is held down, will cause Control 
Address to be read from the Ghost Latch into the Dout latch. 
If AO is not held down when RD is pressed, then the ‘299 
register contents will be clocked into this latch instead. 

Fig.5 shows the component layout of the Controller PCB. 
Note that any other circuit that simulates the 8051 external 
data memory write/read cycle, may be combined with the 
Controller circuit described in AN42 in order to control the 
MV3000 evaluation board. 

USING THE CONTROLLER PCB 

Since the two SLAC’s of the evaluation board are wired to 
CA6 and CA7 of the controller circuit, then an address value 
with bits 6 and 7=0 must be set up. The keypad is used (in 
two successive depressions) to set up the required address 


(Din LEDs). The AO key is now held down whilst the GO key is 
pressed. The Dour LEDs should now show the same Din 
address. Data can now be sent to the addressed SLAC/s by 
first setting up a data byte on the Din LEDs, then pressing the 
GO key when required (AO not used). Note that to get 
uncorrupted data from a SLAC to the controller PCB, then 
FFh must be used as Din in such circumstances (see also 
PABX/Line Card Controller application note AN42). Note 
that Din can be left as FFh, each go depression giving the next 
data byte out as displayed on the Dout LEDs. 

To check the address in the controller, then AO can be held 
on whilst pressing the RD key. The preset address will now 
appear on Dout. Also the Data in from the SLAC can be 
verified by pressing RD with AO open, data again appearing 
on Dout. 


Pin 

Number 

Pin 

Name 

Pin 

Number 

Pin 

Name 

1 

CDIOi 

16 

NC 

2 

CDIOi 

15 

DVcc 

3 

CSi 

14 

GND 

4 

NC 

13 

NC 

5 

NC 

12 

AVcc 

6 

GND 

11 

CS2 

7 

DVcc 

10 

CDIO 2 

8 

NC 

9 

CDIO 2 


Table 1 MV3000 evaluation board, serial control connector pinout 


Pin Number 

1 

2 

3 

4 

5 

6 

7 

8 

Pin Name 

OV 

+5V 

CLK 

FS 

DXBi 

DXB2 

DXAi 

DXA 2 


Table 2 MV3000 evaluation board, PCM connector pinout 
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Note separate decoupling 
on AVcc and DVcc 
power rails. 



Fig.1 MV3000 evaluation board circuit diagram 
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Fig.5 Controller PCB component layout 
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REGION 

SOUTHWEST REGION 9 Parker, Irvine, CA 92718. Tel: (714) 472-2530 Tlx: 989096 Fax: 714-458-7084. 
DISTRIBUTION SALES 9 Parker, Irvine, CA 92718. Tel: (714) 472-0303 Tlx: (910) 595-1930 Fax: (714) 770-0627. 

CANADA 207 Place Frontenac, Quebec, H9R-4Z7. Tel: (514) 697-0095/96 Fax: 514-697-0681. 


North American representatives 

ALABAMA DHR Marketing, inc., 904 Bob Wallace Avenue, Suite 222, Huntsville, AL 35801. 

Tel: (205) 533-5165 Fax: (205) 533-1312. 

ARIZONA Reptronix/Chaparrai, 4625 South Lakeshore Dr., Tempe, AZ 85282-7127. 

Tel: (602) 345-4580 Fax: (602) 839-3841. 

CALIFORNIA Cerco, 5230 Carrol Canyon Rd. 214, San Diego, CA 92121. Tel: (619) 450-1754 
Fax: 619-450-3681. 

Pinnacie Sales Corp., 275 Saratoga Ave., Suite 200, Santa Clara, CA 95050. 

Tel: (408) 249-7400 Fax: 408-249-5129. 

Select Electronics, 2109 Brookfield Drive, Thousand Oaks, CA91362. 

Straube Associates, 2551 Casey Avenue, Mountain View, CA 94043. Tel: (415) 969-6060 
Fax: (415) 964-6526. 

Select Electronics, 14730 Beach Blvd-Bldg F, Suite 106, La Mirada, CA 90638. 

Tel: (714) 739-8891 Twx: 910-596-2818 Fax: 714-739-1604. 
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MRC, 2579 W. Main St. Littleton, CO 80120. Tel: (303) 794-4684 Fax: (303) 794-4644. 

NRG Ltd., 63 Duka Avenue, Fairfield, CT 06430. Tel: (203) 384-1112 Fax: (203) 335-2127. 
Lawrence Associates, 1131 South U.S.19 Palm Barbor, FL 34684. Tel: (813) 787-2773 
Fax: (813) 787-2654. 

Lawrence Associates, 380 Lowndes Square, Casselberry, FL 32707. Tel: (305) 339-3855 
Fax: (305) 767-0973. 

Lawrence Associates, 5021 N. Dixie Highway, Boca Raton, FL 33431. Tel: (305) 368-7373 
Fax: 305-394-5442. 

DHR Marketing, inc., 3100 Breckenridge Blvd. Suite 145, Duluth, GA 30136. 

Tel: (404) 564-0529 Fax: (404) 564-1127. 

Crown Eiectronic Sales, Inc., 601 W. Hays, Suite 20, Boise, Idaho 83702. 

Tel: (208) 344-9588 Fax: (208) 344-9550. 

Corrao Marsh, inc., 6211 Stoney Creek Drive, Fort Wayne, IN 46825. Tel: (219) 482-2725 
Fax:219-484-7491. 

Corrao Marsh, inc., 3117 West U S. 40, Greenfield, IN 46140. Tel: (317) 462-4446. 
Fax:(317) 462-6568. 

Micro Sales, Inc., 54 West Seegars Road, Arlington Heights, IL 60006. Tel: (312) 956-1000 
Twx: 510-600-0756 Fax: 312-956-0189. 

Lorenz Sales, 5270 N. Park Place N.E., Cedar Rapids. lA 52402. Tel: (319) 377-4666 
Fax:319-377-2273. 

Lorenz Sales, Inc., 8115 West 63rd St., Suite 1, Merriam, KS66202. Tel: (913) 384-6556. 
Walker-Houck, 10706 Reisters Town Rd., Suite D, Owings Mills, MA 21117. 

Tel: (301) 356-9500 Fax: 301 -356-9503. 

Stone Components, 2 Pierce Street, Framingham, MA 01701. Tel: (617) 875-3266 
Twx: 310-374-6662 Fax: 617-875-0537. 

R.P. Urban & Associates, 2335 Burton Street SE, P.O. Box 7386, Grand Rapids, MI49510. 
Tel: (616) 245-0511 Fax: (616) 245-4083. 

R.P. Urban & Associates, 24634 Five Mile Road, Detroit. MI48239. Tel: (313) 535-2355 
Fax: (313) 7109. 

Electro Mark Inc., Valley Oaks Business Cntr. 7167 Shady Oak Rd., Eden Prairie, 

MN 55344. Tel: (612) 944-5850 Fax: (612) 944-5855. 

Lorenz Sales, Inc., Del Crest Plaza Bldg. Suite 208, 8420 Delmar Blvd., University City, 

MO 63124. Tel: (314) 997-4558 Fax: 319-337-2273. 

Lorenz Sales, 2801 Garfield Street, Lincoln, NE 68502. Tel: (402) 475-4660. 

Metz Benham Associates, Inc., (MBA), Terrace Level, Suite II, 1982 Greentree Road, 
Cherry Hill, NJ 08003. Tel: (609) 424-0404 Fax: (609) 751-2160. 

Metro Logic, 280 Midland Ave., Bldg N-1, Saddle Brook, NJ 07662. Tel: (201) 797-8844 
Fax: 201-797-8418. 

Reptronix/Chaparral, 237 C Eubank Blvd., N.E., Albuquerque, NM 87123. 

Tel: (505) 292-1718 Fax: (505) 299-1611. 

Micro-Tech, 1350 Buffalo Road, Rochester, NY 14624. Tel: (716) 328-3000 
Fax: (716) 328-3003. 

Micro-Tech, 401 South Main Street, North Syracuse, NY 13212. Tel: (315) 458-5254 
Fax:(315)458-5919. 

Micro-Tech, 10 Guyton Street, Kingston, NY 12401. Tel: (914) 338-7588. 

DHR Marketing, inc., 4016 Barrett Drive, Suite 201 (27609) P.O. Box 19703, Raleigh, 

NC 27609. Tel: (919) 781 -1961 

DHR Marketing, Inc., 37 Villa Road, Suite 409, Greenville, SC 29615. Tel: (803) 271-8712 
Fax: (803) 271 -8712. 

Scott Electronics, Inc., 3131 S. Dixie Dr., Suite 200, Dayton, OH 45439. 

Tel: (513) 294-0539 Fax: (513) 294-4769. 

Scott Electronics, Inc., 360 Alpha Park, Cleveland, OH 44143. Tel: (216) 473-5050 
Fax:(216)473 5055. 

Scott Electronics, Inc., 6515 East Livingston Avenue, Reynoldsburg, OH 43068 
Tel: (614) 1281 Fax: (614) 863-1485. 

Scott Electronics, Inc., 10901 Reed Hartman Hwy., Suite 301, Cincinnati, OH 45242. 

Tel: (513) 791-2513 Fax: (518) 791-8059. 

Core II, P.O. Box 5459, Beaverton, OR 96006-0459. 

Shipping Address only: 21785 S.W. TV. Hwy, Unit Q, Beaverton, OR 97006. 

Tel: (503) 641 -0877 Fax: (503) 591 -8383. 

Crown Electronic Sales, Inc., 17020 S.W. Upper Boones Ferry Rd., Suite 202, Portland, 

OR 97223. Tel: (503) 620-8320 Fax: 503-639-4023. 

DHR Marketing, Inc., 417 Welchwood, Suite 102, Nashville, TN 37211.Tel: (615) 331-2745. 
Oeier & Menelaides, Inc., 8340 Meadow Rd., Suite 24, Dallas, TX 75231. 

Tel: (214) 361 -8876 Fax: (214) 692-0235. 

Oeier & Menelaides, Inc., 12777 Jones Rd., Suite 175-18, Houston, TX 77070. 

Tel: (713) 894-5021. 

Oeier & Menelaides, Inc., 8705 Shoal Creek Rd., Suite 218, Austin, TX 78758. 

Tel: (512) 453-0275 Fax: (512) 453-0088. 
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Core II, 2535 152nd N.E. Suite A, Redmond, WA 98052. Tel: (206) 746-1799 (Home). 
Crown Electronic Sales, Inc., 14400 Bel-Red Rd., 108, Bellevue, WA 98007. 

Tel; (206) 643-8100 Fax: 206-747-6861. 

Micro Sales, Inc., N8 W12920 Leon Road, Suite 115, Menomonee Falls, Wl 53051. 
Tel: (414) 251-0151. 

Gidden-Morton Assoc.lnc.,7050 Bramalea Road, Suite 27A, Mississauga, Ontario 
L5S 1T1. Tel: (416) 671 -8111 Fax: (416) 671 -2422. 

Gidden-Morton Assoc.lnc.,3860 Cote-Vertu, Suite 221 , St. Larent, Quebec H4R 1N4. 
Tel; (514) 335-9572 Fax: 514-335-9573. 

Gidden-Morton Assoc.lnc.,301 Moodie Drive, Suite 101, Nepean, Ontario K2H 9C4. 
Tel: (613) 726-0844 Fax; 613-726-0953. 

Dynasty Components, Inc., 12618 55A Avenue, Surrey, British Columbia V3W 1C3. 
Tel: (604) 597-0068 Fax: (604) 597-0043. 


American design centres 


ARIZONA 

CALIFORNIA 


CANADA 


COLORADO 

FLORIDA 

ILLINOIS 

MARYLAND 
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CaDel, 715 N. Constitution Drive, Dueson, AZ 85748. Tel: (602) 296-8591. 

Analog Solutions, 532 Fourth Street, Encinitas, CA 92024. Tel: (619) 944-1657. 

Silicon Development Corp., 16162 Beach Boulevard, Suite 304, Huntington Beach, 

CA 92647. Tel; (714) 847-1992. 

Ontario Centre for Microelectronics, 1150 Morrison Drive, Suite 400, Ottawa, K2H 9B8. 
Tel: (613) 596-6690. 

Alberta Microelectronics Center, Suite 200,1620-29 St., N.W., Calgary, Alberta T2N 4L7. 
Tel; (403) 289-2043. 

Analog Solutions, 5484 White Place, Boulder. CO 80303. Tel: (303) 442-5083. 

Silicon Beach Enterprises, Inc., 700 U.S. Highway One, Suite C, North Palm Beach, 

FL 33408. Tel; (305) 844-7805. 

Frederikssen & Shu Laboratories, Inc., 531 West Golf Road, Arlington Heights, IL 60005. 
Tel; (312) 956-0710. 

MicroCom Design, Inc., 9696 Deere Co. Road, Timonium, MD 21093.Tel: (301) 561 -4811. 
Custom Silicon, Inc., 600 Suffolk Road, Lowell, MA 01854. Tel: (617) 454-4600. 


North American distributors 


ALABAMA 

ARIZONA 

CALIFORNIA 


NORTH CAROLINA 

COLORADO 


Ploneer/Technologles, 4825 University Square, Huntsville, AL 35805. Tel: (205) 837-9300 
Twx; 810-726-2197. 

Hammond, 4411 B Evangel Circle, Huntsville, AL 35816. Tel: (205) 830-4764. 

Fax: (205) 830-4287. 

Insight Electronics, 1525 W. University Dr., Suite 105, Tempe, AZ 85282. Tel: (602) 829-1800 
Twx: 510-601 -1618 Fax: (602) 967-2658. 

Wyle-Phoenix, 17855 No. Black Canyon Hwy., Phoenix, AZ 85023. Tel: (602) 866-2888 
Fax: 602-866-6937. 

Cypress Electronics (Corp.), 2175 Martin Ave., Santa Clara. CA 95050. Tel: (408) 980 2500 
Fax: (408) 986-9584. 

Cypress Electronics, 6230 Descanso Ave., Buena Park, CA 90620. Tel; (714) 521-5230 
Tlx: 5215716 Fax: (714) 521-5716. 

Insight Electronics (Corp.), 6885 Flanders Dr., Unit G, San Diego, CA 92121. 

Tel; (619) 587-0471 Twx; 183035 Fax: (619) 587-1380. 

Insight Electronics, 28035 Dorothy Dr., Suite 220, Agoura CA 91301. Tel: (818) 707-2100 
Fax:(818) 707-0321. 

Insight Electronics, 3505 Cadillac Ave., Unit E-1, Costa Mesa CA 92626. Tel: (714) 556-6890 
Twx; 62354990 Fax: (714) 556-6897. 

Pacesetter Electronics, 5417 E. La Palma Avenue, Anaheim, CA 92807. Tel: (714) 779-5855. 
Wyle-Santa Clara, 3000 Bowers Av., Santa Clara, CA 95051. Tel: (408) 727-2500 
Twx; 910-338-0296 Fax; 408-727-5896. 

Wyle-Sacramento, 11151 Sun Center Drive, Rancho Cordova, CA 95670. 

Tel: (916) 638-5282 Fax: 916-638-1491. 

Wyle-lrvine, 17872 Cowan Ave., Irvine, CA. Tel: (714) 863-9953 Twx: 3719599 
Fax; (714) 863-0473. 

Wyle-L.A./San Fernando, 26677 West Agoura Rd., Calabasas, CA 91302. 

Tel; (818) 880-9000 Twx: 3103720232 Fax: 818-880-5510. 

Wyle-San Diego, 9525 Chesapeake Dr., San Diego, CA 92123. Tel: (619) 565-9171 
Fax: 619-565-0512. 

Hammond, 2923 Pacific Ave., Greensboro. NC 27406. Tel: (919) 275-6391 Tlx: 62894645 
Fax: (919) 275-6391. 

Pioneer/Technologies, 9801A South Pine Blvd., Charlotte, NC 28210. Tel; (704) 527-8188 
Twx: 810-621-0366. 

Cypress Electronics, 12441 West 49th Ave., Wheatridge, CO 80033. Tel: (303) 431-2622 
Fax; (303) 431-7191. 



Wyle-Denver, 451 East 124th St., Thornton, CO 80241. Tel: (303) 457-9953 
Twx: 9109360770 Fax: 303-457-4831. 

CONNECTICUT Jaco Electronics, 384 Pratt Street, Meriden, CT 06450. Tel: (203) 235-1422. 

Pioneer/Standard, 112 Main Street, Norwalk, CT 06851. Tel: (203) 853-1515 
Twx: 710 468 3373. 

FLORIDAAII American, 16251 NW 54th Avenue, Miami, FL33014. Tel: (305) 621 -3282. 

Hammond (Corp.), 6600 N.W. 21st Ave., Ft. Lauderdale, FL 33309. Tel: (305) 973-7103 
Twx: (510) 956-9401. 

Hammond, 1230 West Central Blvd., Orlando, FL 32802. Tel: (305) 849-6060 
Twx: 810-850-4121 Fax: (305) 648-8584. 

Pioneer/Technologies, 674 South Military Trail, Deerfield Beach, FL 33442. 

Tel: (305) 428-8877 Twx: 510-955-9653. 

Pioneer/Technologies, 337 South Northlake Blvd., Suite 1000, Altamonte Springs, FL 32701. 
Tel: (305) 834-9090 Twx; 810-853-0284. 

GEORGIA Hammond, 5860 Oakbrook Pkwy, Suite 160, Norcross, GA 30093. Tel: (404) 449-1996 
Fax; (404) 242-9834. 

Pioneer/Technologies, 3100 F Northwoods PL, Norcross, GA 30071. Tel: (404) 448-1711 
Twx: 810-766-4515. 

INDIANA Pioneer/Standard, 6408 Castleplace Dr., Indianapolis, IN 46250. Tel: (317) 849-7300 
Twx: 810-260-1794. 

ILLINOIS Advent Electronics, Rosamont, IL 60018. Tel: (312) 297-6200 Twx: 910 233 2477. 

Pioneer/Standard, 2171 Executive Drive, Addison, ILL 60101. Tel: (312) 495-9680. 
KANSAS Pioneer, 10551 Lackman Rd., Lenexa, KS 66215. Tel: (913) 492-0500 Twx: 510-601 -6411. 
MASSACHUSETTS Emtel Electronics, 375 Vanderbilt Ave., Norwood, MA 02062. Tel: (617) 769-9500 
Fax: (617) 769-8329. 

Jaco Electronics, 222 Andover Street, Wilmington, MA 01877. Tel: (617) 273-1860. 
Pioneer/Standard, 44 Hartwell Avenue, Lexington, MA 02173. Tel; (617) 861-9200 
Twx: 710-326-6617. 

Textrel Semi (Die only), 56 Middlesex Turnpike, Burlington, MA 01303. Tel: (617) 270-9246. 
MARYLAND Jaco Electronics, Rivers Center, 10270 Old Columbia Road, Columbia, MD 21046 
Tel: (301) 995-6620. 

Pioneer/Tech. Group. Inc., 9100 Gaither Rd., Gaithersburg, MD 20877. Tel: (301) 921-0660 
Twx; 710-828-0545 Fax: (301) 921-4255. 

MICHIGAN Pioneer/Standard, 13485 Stamford, Livonia, Ml 48150. Tel: (313) 525-1800 
Twx: 810-242-3271. 

Pioneer, 4505 Broadmoore Ave., S.E., Grand Rapids, Ml 49508. Tel: (616) 698-1800 
Twx: 510-600-8456. 

MINNEAPOLIS Cypress Electronics, 7650 Executive Drive, Eden Prairie, MN 55334. Tel: (612) 934-2104 
Fax: (612) 934 2057. 

Industrial Components, Inc., Minneapolis, MN 55435. Tel: (612) 831 -2666 Twx: 910 576 3153. 
Pioneer/Standard, 10203 Bren Road East, Minnetonka, MN 55343. Tel: (612) 944-3355 
Twx: 910-576-2738. 

NEW JERSEY Jaco Electronics, 555 Preakness Road, Tontoa, NJ 07512. Tel: (201) 942-4000. 

Pioneer/Standard, 45 Rte. 46 Pinebrook, NJ 07058. Tel: (201) 575-3510 Twx: 710-734-4382. 
General Components, Inc., 245 D Clifton Ave., W. Berlin, NJ 08091. Tel: (609) 768-6767 
Twx: 920-333-3057. 

NEW YORK Add Electronics, 7 Adler Drive, E. Syracuse, NY 13057. Tel: (315) 437-1835. 

Jaco Electronics, Hauppauge, NY 11787. Tel: (516) 273-5500 Twx: 510-227-6232 
Fax: (516) 273-5799. 

Mast, 95 Oser Ave., Hauppauge, NJ 11788. Tel: (516) 273-4422 Twx: 4974384. 
Pioneer/Standard, 68 Corporate Drive, Binghamton, NY 13904. Tel: (607) 722-9300 
Twx: 510-252-0893. 

Pioneer/Standard, 60 Crossways Park West, Woodbury, NY 11797. Tel: (516) 921-8700 
Twx; 510-221 -2184 Fax: (516) 921 -2143. 

Pioneer/Standard, 840 Fairport Park, Fairport Park, NY 14450. Tel: (716) 381-7070 
Twx: 510-253-7001. 

OHIO Pioneer/Standard, 4800 East 131st St., Cleveland, OH 44105. Tel: (216) 587-3600 
Twx: 810-421-0011 Fax: (216) 587-3906. 

Pioneer, 4433 Interpoint Bl., Dayton, OH 45424. Tel: (513) 236-9900 Twx: 810 459 1622. 
OREGON Cypress Electronics, 15075 S.W. Coll Parkway, Suite D, Beaverton, OR 97006. 

Tel: (503) 641 -2233 Fax: (503) 643-1237. 

Wyle-Portland, 5250 N.E. Elam Young Pkwy., Suite 600, Portland, OR 97123. 

Tel: (503) 640-6000 Fax: 503-640-5846. 

PENNSYLVANIA Advacom Electronics, 5620 West Road, McKean, PA 16426. Tel: (814) 476-7774. 

Pioneer/Technologies, 261 Gibraltar Rd., Horsham, PA 19044. Tel: (215) 674-4000 
Twx: 510-665-6778. 

Pioneer/Standard, 259 Kappa Drive, Pittsburg, PA 15238. Tel: (412) 782-2300 
Twx: 710-795-3122. 

TEXAS Pioneer/Standard, 9901 Burnet Road, Austin, TX 78758. Tel: (512) 835-4000 
Twx: 910-874-1323. 
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Pioneer/Slandard, 13710 Omega Road, Dallas, TX 75244. Tel: (214) 386-7300 
Twx; 910-860-5563 Fax; (214) 490-6419. 

Pioneer/Standard, 5853 Point West Drive, Houston, TX 77056. Tel; (713) 988-5555 
Twx: 910-881-1606 Fax; (713) 988-1732. 

Wyle-Dallas, 1810 North Greenville Ave., Richardson, TX 75083. Tel: (214) 235-9953 
Fax; 214-644-5064. 

Wyle-Houston, 11001 So. Hilcrest, Suite 100, Houston, TX 77099. Tel: (713) 879-9953 
Fax; 713-879-6540. 

Wyle-Austin, 2120 F West Braker Lane, Austin, TX 78758. Tel: (512) 834-9957 
Fax; 512-834-0981. 

Wyle-Salt Lake City, 1325 West 2200 South, Suite E, West Valley, Utah 84119. 

Tel: (801) 974-9953 Fax: 801-972-2524. 

Cypress Electronics, 22125 17th Ave., S.E., Suite 114, Bothell, WA 98021. Tel: (206) 483-1144 
Fax: (206) 485-1512. 

Wyle-Seattle, 15385 N.E. 90th Street, Redmond, WA 98052. Tel: (206) 881-1150 
Twx: 3103724260 Fax: (206) 881-1567. 

Carsten Electronics, 3791 Victoria Park Avenue, Scarborough, Ontario, Ml K3K6. 

Tel; (416) 495-7705. 

Semad, 243 Place Frontenac, Pointe Claire, P.Q. N9R 4Z7. Tel: (514) 694-0860 Twx: 05821861 
Fax; (514) 694-0965. 

Semad, 1827 Woodward Dr., Suite 303, Ottawa, Ontario K2C 0R3. Tel; (613) 727-8325 
Twx: 0533943 Fax: (613) 727 9489. 

Semad, 75 Glendeer Dr., SE., Suite 210, Calgary, Alberta T2H 2S8. Tel; (403) 252-5664 
Twx; 03824775. 

Semad, 3700 Gilmore, Suite 210, Burnaby, BC V5G 4M1. Tel: (604) 438-2515 Twx: 04356625. 
Semad, 85 Spy Court, Markham, Ontario, L3R 4Z4. Tel: (416) 475-3922 Twx; 06966600. 

Fax: (416) 475 4158. 


design centres 

Plessey Semiconductors Australia Pty Ltd., P.O.Box 2, Villawood, New South Wales 2163. 

Tel; Sydney 72 0133 Tx: AA20384 Direct Fax: (02) 7260669. 

Plessey Semiconductors, Avenue de Tervuren 149, Box 2, Brussels 1150, Belgium. 

Tel; 02 733 9730 Tx: 22100 Fax: 02 736 3547. 

Plessey Semiconductors, Avenue des Andes, B.P. No. 142, 91944 - Les Ulis Cedex. 

Tel: (6) 446-23-45 Telex: 602858F Fax; (6) 446-06-07. 

Plessey SpA, Viale Certosa, 49, 20149 Milan. Tel: (2) 390044/5 Tx: 331347 Fax: 2316904. 
Plessey GmbH, Ungererstrasse 129,0-8000 Munchen 40, West Germany. Tel: (089) 3609 06 0 
Telex: 523980 Fax: (089) 3609 06 55. 

Artistex International Inc., B2, 11th Floor, 126, Nanking East Road, Section 4, Taipei, Taiwan. 
Republic of China. Tel: 2 7526330 Tx: 27113 Fax; 2 721 5446. 

Plessey Semiconductors Ltd., Cheney Manor, Swindon, Wiltshire SN2 2QW. 

United Kingdom Tel; 0793 36251 Tx: 449637 Fax; 0793 36251 Ext: 2198. 

Plessey Semiconductors Ltd., Fields New Road, Chadderton, Oldham OL9 8NP, 

United Kingdom. Tel; 061-624 0515 Tx: 668038. Fax; 061 626 4946. 

Plessey Semiconductors, Sequoia Research Park, 1500 Green Hills Road, 

Scotts Valley, California 95066, United States of America. Tel: (408) 438 2900 
ITT Telex: 4940840 Fax; (408) 438 5576 

Our world-wide distribution network is continually being updated; 
please check with your local Plessey Sales office for latest information. 


® The Plessey Company pic 1988 
All rights reserved 

Publication No. P.S.1913 August 1988 

This publication is issued to provide outline information only and (unless specifically agreed to the contrary by the 
Company in writing) is not to be reproduced or to form part of any order or contract or to be regarded as a 
representation relating to the products or services concerned. Any applications of products shown in this publication 
are for illustration purposes only and do not give or imply any licences or rights to use the information for any 
purposes whatsoever. It is the responsibility of any person who wishes to use the application information to obtain 
any necessary licence for such use. We reserve the right to alter without notice the specification, design, price or 
conditions of supply of any product or service. PLESSEY and the Plessey symbol are registered trademarks of 

The Plessey Company pic. 
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